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FROM A PROMINENT JOBBER 








Honeywell Heating Specialty Co., Wabash Ind. 

Gentlemen:--We have before us your letter of the 23rd and note 
your request for us to advise you as to the reports received from 
our customers and travelling men regarding plants installed with 
use of a Honeywell Heat Generator. 

It affords us great pleasure to state that we have disposed of 
several hundreds of these Generators during the past 18 months, and 
we have yet to hear of the heating apparatus where one of these 
Generators is connected that has not developed entirely satisfac- 
tory results. There is hardly a day goes by that one of our custo- 
mers does not call on us and crack up the Honeywell Generator to 
the highest notch. 

It is certainly a pleasure to us to recommend the Honeywell 
Heat Generator to a customer where he has run across a sick job, as 
in all cases it overcomes difficulty and prevents any further com- 
plaints of an unsatisfactory job. 

We hope that during the coming heating season that we will 
double the amount of sales that we have had on your Generators. We 


| remain, Yours very truly, 


SAMUEL SLOAN & COMPANY, 
(Signed) H. S. Welsh. 
Mgr. Heating Supply Dept. 





We can refer to hundreds of fitters from coast to coast who speak as enthusiastically of the Honeywell 
System as the above. Let us tell you all about this system that is revolutionizing hot water heating. 


WRITE FOR OUR “BOOK OF PLANS” 


Honeywell Heating Specialty Company, Wabash, Indiana 







































LEAD WOOL 


is Shredded Metallic Lead specially 
prepared as 


YX Detroit Lubricators(A\ | , 
A ~W/ | Caulking Material 


ARE STANDARD THE WORLD OVER Melting pots and jointing tools are 





not needed. You can make a 
oe Joint under Water 
as easy as in a dry place. Write for 
DETROIT [UBRICATOR (OMPANY, descriptive circular 
Raymond Lead Compan 
DETROIT U. 8. A. Gant under Buhne Patent ne A 











iE Crosby == occceee, Valves S32 Leak-Proof “= 


New Yun 'C Chicago 








Entered as Second-Class Matter February 17, 1893, at the Post Office at Chicago, Illinois, under Act of March 3, 1879. 
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Boilers 
Radiators 
Specialties 





ALL SHIPPED 





At One Time From One Plant 
WE CAN MAKE 


Immediate Shipment 
OF YOUR ORDERS 


HOLLAND RADIATOR COMPANY 


36-38 Dearborn St... CHICAGO 








> BERGER’S STEEL SINK BRAGKETS |. 


sole BEST OF ALL .... 


—Fors sinks up to 18in, FOR SALE BY JOBBERS FOR PARTICULARS | 


up to 20 in. 


Bla ay 4 Galwe anized. 
THOUSANDS OF SATISFIED CUSTOMERS Manufactured by B, A. BERGER MFG. 60., Inc., Richmond, Va. 


D. SAUNDERS’ SONS, Inc. 


Manufacturers of 


Pipe Threading and Cutting Machines 
Alsop Steam and Gas Fitters’ Hand Tools 


Our Tools are made for SEVERE SERVICE. Why keep 
on stripping threads? Put in a Saunders Machine and Dies 
and save trouble, time and money. Catalog mailed on request. 


,D. SAUNDERS’ SONS Inc. 


YONKERS, NEW YORK 


NOMESTEAS VALVES = 2 = 






































"steam | ROSS VALVE MFG. CO. 
WATER TROY, N. Y. 























Te le ee a dia 








INDEX TO ADVERTISEMENTS ON PAGE XXV! 
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Noiseless Non-Fouling Closets 


NE of the principal advantages of Crane Co.’s New 

“CORSYN ” Closet is the elimination of noise. Air 

is excluded in its operation, and whistling and noise 
in filling are prevented. Other important improvements are 
indicated in the sectional illustration. 








Objectionable Features of 
Ordinary Closets Eliminated 


a. The large water surface leaves no fouling space. 





b. Depth of water seal prevents escape of 
sewer gas. 


c. Powerful syphonic action, assisted by a 
strong jet, thoroughly scours the bowl. 








The “CORSYN” CRANE CO. 
Made in high or low tank styles; wood CHICAGO All Sales Offices except Chicago and 
or vitroware tanks. ESTABLISHEO 1855) New York carry plumbing goods 


























THEY GIVE COMPLETE SATISFACTION 
end for latest Catalogues 


GURNEY HEATER MrFc.Co.,; 


m2 188-200 Franklin S., Cor. Pearl 
‘ NEw vonk STON "MASS _ 






















The Time to Sell a Regulator 


is when you sell a heating plant. Its use insures a 
customer who will talk about his ‘‘ Automatic Heater’ 
that ‘‘runs itself.”’ That helps your business—adds to 
your profits—Write for our plan that helps the dealer. 


The Powers Regulator Co., 42 Dearborn St., Chicago 











DomMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 





PLEASE MENTION 














DOMESTIC ENGINEERING 

















This 12-lnch HUGHSON ECLIPSE REGULATING VALVE installed in the Chicago 


Avenue Pumping Station six years ago is still giving perfect satisfaction. 
FOR CATALOGUE OF STEAM SPECIALTIES WRITE TODAY 


Ghe JOHN DAVIS COMPANY 


Halsted, 22nd and Union Streets, CHICAOO 





THE 
Wilks Hot Water Heaters 
Steel Storage Tanks 


Have been on the market longer than any other 

















Is not that good proof of their quality? 






Let us quote you on your requirements 


S. WILKS MANUFACTURING CO. 


3519 SHIELDS AVENUE, CHICAGO 





Tue ADVERTISEMENTS IN DomeEsTiIc ENcinerrsing Age Inpexep. Turn To Pace XXVI. 
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THE DUNNING BOILER 








RED LABEL FOR PLUMBERS 





Write for 100 page book, showing how to make 
lead joint without caulking lead. 


; y vi OOT H-O N M FG CO The New Dunning Portable, Ready for the jacket. Notice the 

7 ° s heavy flange for return pipe; the large clean-out door in the 
skirting. Write for Catalogue 38th Edition. 

JERSEY CITY, N. J. 


CHICAGO WAREHOUSE SAN FRANCISCO WAREHOUSE New York Central Iron Works Co. 
61-69 N. JEFFERSON ST. 94 MARKET ST. GENEVA, NEW YORK 


games ; ) : 
ere is an Interesting Stock 


NO. 6 BEAVER 


4, ¥%, 4%, % WITHOUT CHANGING DIES OR BUSHINGS 

















































; 
: 
The Handiest and Quickest Small Stock Ever Made. It's Complete. No Loose 
Parts to Carry Around or Get Lost 
The No. 6 has two sets of dies, one set cuts % and %, the other % and %, both sets are operated by a single cam which retires one set of 
dies while the other is being used—no confusion—one set cannot get in the road of the other—you would smile when you see how slick 
and simple—and adjustable. @ Notice the cam centering device which does away 
with bushings; it’s of strong construction with heavy hardened tool steel jaws 
Every man to whom we have shown the No.6 has ordered—Let us 
send youone on 10 days’ trial Left hand dies extra—Also % inch. 
BEAVER DIE STOCKS ARE MADE IN ALL SIZES 
Each size cuts the four sizes within its pange without changing dies Each size is 
adjustable. Each size cuts crooked threads and nipples of all sizes All sizes from 
1 inch up are built on the Easy Working’”’ principle—receding dies 
One man cuts any size with onecut. The man who equips himself with tools 
which save the time of changing dies and with which one man threads any size pipe over or under standard will make more money than 
the man who don’t. We prove it by to days’ free trial—all Jobbers. GET OUR CATALOG 
THE BORDEN COMPANY, WARREN, OHIO 
» 
; PLEASE MENTION Domestic ENGINEERING WHEN WRITING ADVERTISERS. 
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If at first you don't succeed, 





Try the other fellow’s scheme. 





THAT SCHEME IS A 


“Ryan” 
Rectifier for Hot Water. 


The “RYAN” Vacuum 
System for Steam, or a 
Ryan Tilting Steam Trap, 
Separating or Return. 


THINK IT OVER, AND 
SEND FOR CATALOGS 


E. J. RYAN, 


117 N. Walnut St. DANVILLE, ILL. 








Hanna Ball Joint 
Pipe Hanger 





SIMPLEST 








MADE OF MALLEABLE IRON, 
CARRIED IN STOCK AND FOR 
SALE BY ALL SUPPLY HOUSES. 





STRONGEST 





The Penn Engineering 


Company 
Philadelphia, Pennsylvania 














Before the rush of the season’s 
work begins, you should look over 
your stock and dies and displace 
your old hard working solid dies with 
that easy working quickly adjusted 
Hoefer Adjustable Pipe Threading 
Machine. It certainly is without a 
peer. 

We use the successful one set of 
dies principle of which we are the 
originators which saves you so much 


time in threading your pipe. There 
is no need of threading pipe in that 
hard man-killing way, when fora 
small cost you can increase your 
work by two as our machines cut 
your threading time in two. Saves 
its cost in a very short time. 


Write your jobber for a 10 days 
free trial and be convinced of these 
arguments yourself, or if you prefer 
drop us a line. 


o Haren Mré. 6 
FREEPORT, ILLINOIS 


Originators not copyists of the one set of 
dies idea. 





THe ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. TuRN TO Pace XXVI. 
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I make my dies from the highest 
srade of tool steel obtainable in 
the whole world. 


I employ only 'the highest class 
of skilled labor. 


= 


THE NYE DIES WON’T MAKE 
LEAKY JOINTS 


They will absolutely hold the juice inside the pipe, whether it is steam, hot water, ammonia or acid. 
Pipe threads are intended to fit ““metal to metal.”’ 

Of course—in everyday work—that is impossible, but--you want to come as near it as you can, 
don’t you? 

That’s what you do with the Nye Dies—because they cut threads on pipe which FIT THE 
FITTINGS. Just as near “metal to metal’’ as it is possible to make them. 

Nye made joints are like a solid piece of metal—they DON’T LEAK when heavily strained 
by heating and cooling or by water-hammer. 

If your pipe dies are tearing the threads—even ever so little—you are making weak joints, and 


sooner or later LEAKY JOINTS. 


You can get one of my Dhies 
on TEN DAYS FREE TRIAL 
from your jobber. [If he does 
not carry them, let me know 
and [I will send it to you 


promptly. 


“NYE,” the Die Man 





: , This cut is made from an actual photo- 
s made m an actu: ‘ 
This cutis made from an actual photograph graph of a pipe threaded with 


of a pipe threaded witha Nye Die. an ordinary Die 


THE NYE TOOL & MACHINE WORKS 


11-17 SOUTH JEFFERSON ST., CHICAGO, ILL. 
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WE MAKE 


Boiler and Radiator Chaplets 


DOUBLE-HEADED, COPPER COATED 


May we mail you a sample ? 





Our Zinc Coated Steel Slip Nipples are Rust-proof; 
impervious to distilled water; not affected by electroly- 
sis; all true to size; elastic and adaptable to variation 
in boring castings. 


The Pratt Chuck Co., Frankfort, New York 














WE MAKE ABSOLUTELY THE BEST 


AIR. VALVES 


ON EARTH, WOOD WHEEL OR KEY 





SEND TODAY FOR A SAMPLE AND PRICES, AND 
IF YOU HAVEN’T OUR CATALOG, SEND FOR IT 
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EVERYTHING IN BRASS FOR THE PLUMBER 
AND SOME THINGS FOR THE STEAMFITTER 


EAGLE BRASS WORKS, Detroit, Michigan 











Eight different styles of floor 
and ceiling plates ranging in 
sizes from % inch to 10 in. 

Carefully finished, all being 
coppered before  nickeling. 
Send for catalog and prices 
to the old original company. 


The Beaton & Corbin Mfg. Co. 


Southington, Conn., U. S. A. 























The Prox Line 


85 SIZES ALL KINDS OF FUEL 


Capacity: Steam 9,000 feet, Water 15,250 feet 


Frank Prox Co., Terre Haute, Ind. 


By following the course of 
the fire travel in our Hot 
Water Boiler you will note 
that we have the cleanest, 
most efficient and economi- 
cal boiler of the round type 
The triangular shaped flues 
are staggered, and furnish 
a large fire surface all ex- 
posed to the extreme heat, 
thereby creating the quick 
est circulation of any boiler 
onthe market. The trian- 
gular shaped flues can be 
easily reached through 
clean-out doors between 
each section, and as the fire 
is keptin close contact with 
the flues we use a larger per 
cent. of the heat units than 





can be secured in any other 
construction of a round 


Radium Hot Water Boiler boiler 


Sectional View 
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Trade Mark Reversible 


Furnished with elther Flat 
Link or Cable Chain. 


Strength is absolutely 
necessary in a Chain Wrench 
to insure the safety of the workman. Here you have it. Handle designed to give greatest 
strength for weight of material used. Chain fastened to handle, therefore drawing stress 
is on the handle, not on the Jaws. 

Send for Catalogue No. 42 showing full line. 


TRIMONT MFG. CO., 55-71 Amory St., - - ROXBURY, MASS., U. S. A. 
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99 Strongest of all Chain Wrenches 











RITE to us for preliminary opinions on all legal 
matters. No charge unless retained. 


vq ‘DATENTS te Associates throughout Continental Europe, Great 
“| $ > 522 Britain, the Colonies, South America and Canada en- 
eg a able us to investigate and prosecute foreign interests 
Na disbursements cceey with dispatch. Our Pamphlet for the Asking. 


The Industrial Law League, Inc., 
170 Broadway, New York 




















Rapid Pipe Threading Machines 


The Earning Capacity of a Machine ie What Counts. 
Investigate this point before you buy elsewhere. 


ip ae. Our No. 2 Nipple and 
we Pipe Threading 


Machine 


will thread and ream com- 
plete 2,000 34 in. short or 
long nipples in 10 hours. 
A trial of our machine will 


prove this assertion. 


Write us today for one of 


our catalogues. 


We also make Murchey’s Pat- 
ent Automatic Collapsing Tap 
and Reamer Combined. 


Murchey Machine & Tool Co., Porter & Fourth Sts., Detroit, Mich. 
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Don’t buy “near” Armstrong Tools! Get the 
Genuine Armstrong! Their supremacy is indisputable. 
Armstrong stocks and dies possess a quality all their 
own—a quality that means “day in 
day out” efficiency and dependa- 
bility—a mechanical excellence and 
utility that can never be sucessfully 
imitated. 

The trade mark is your safe- 
guard and ours. 


See that the Goods 
you buy bear the 
trade-mark above 


























The Armstrong Mfg. Co. 
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WON'T DO— 
Get the Genuine Armstrong 








National Radiator Company 





STEAM and HOT WATER 
BOILERS, RADIATORS and 


Our Guarantee: 
All materials are of the highest quality and 
workmanship. Shipments are made promptly 


and everything forwarded from one point. 


Office and Works, Johnstown, Pa. 
































For Efficiency in 
fuel consumption, 
struction, and 


| LAWSON 


have a world-wide 
generally used and 
boiler heater on the 


LAWSON MFG.CO. 


service, Economy 
Simplicity 1n con- 
in Durability 


HEATERS 


reputation. The most 
most satisfactory range 
market. 


Homestead, Pa. 

































The jaws of this Bard Adjustable Bushing make a 
perfect center for the pipe, fit snug and insure the cut- 
ting of a straight thread. Eliminates the carrying of 
loose ring bushings — saves time 
frequently lost in hunting for and 
changing bushings. A labor saver 
and time saver worth your attention. 



















All others are in the 


make believe class. 
Less Armstrong Quality 









Your request brings the complete 
catalog 










284 Knowlton Street 
Bridgeport, Conn. 









HALF TONE, ZINC ETCHING, 
PRINTING EMBOSSING. 





35 " 
et er re 











CLIFF HOUSE AND SEAL ROCKS.SAN FRANCISCO. &, 


@ We Caterin particular to Mail Order 
business. (We have satisfied Custo- 
mers inevery State in the Union. 

q Our prices are positively lower tor 
First-Class work than can be obtained 
else were. SEND FOR SAMPLES AND ESTIMATES. 


ENGRAVING & PRINTING CO. 
MILWAUKEE WISCONSIN. 





LAR 
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A Good Heating Proposition 


While the KELSEY GENERATOR is being installed in 
larger schools, churches and public buildings than the lay- 
man ever thought it possible to satisfactorily heat with warm 
air—the KELSEY really stands supreme in home heating. 


No matter if it is but a little cottage in which comfort 
and economy are desired—or the large city residence with 
three or four stories—or the country home built upon a com- 
manding bluff (and exposed to winds and storms on all sides). 


: KELSEY GENERATORS are to-day in use in 32,000 
; homes; and in each one is supplying pure, warm air, and 
burning less fuel, with less attention than would be possible 
with any other system. 

: THE KELSEY WARM AIR GENERATOR is now be- 
ing sold by 900 dealers. 

) Over 115 new dealers bought Kelseys and secured the 
agency for their towns last year. No other heater offers the 
dealer who is interested in the heating business the oppor- 
tunity to get results so satisfactory and to build up a heating 
business so desirable and profitable. 


These are not idle claims, but ACTUAL FACTS. 


And if you will send us your name we shall be very glad 
to give you the actual proof. 


Shall we send you the proof and our 1908 Exclusive 
" Agency Proposition? 


KELSEY HEATING CO., Syracuse, N. Y. 


" VAN EVERA & LEWIS MFG. CO., _104-106 W. Lake St, Chicago, Northwestern Selling Agents. 
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MANY SALES OF 
HUMPHREY INSTANTANEOUS 
BATH WATER HEATERS 


Are being made all the time | 


Every one installed sells others. Why not look for orders for them. 
Their sale leads to other plumbing work, making time spent pushing them 
doubly profitable. 

These are the best Instantaneous Water Heaters manufactured. They have the 
greatest heating capacity, give the most complete satisfaction, are the best advertised, easiest 
a © sold and offer the best profits. Every Heater Guaranteed. Send for Catalogue No. 
. . Tart Ades Bt 9, it’s free. 





SPECIAL POINTS OF MERIT: 


A burner that will not light back; white porcelain Enameled steel shelf, rust proof; 
safety pilot lock; duplex valves; water regulation; removable base plate in jacket permitting 
ready access to the burners. 





. Gals. Min. : . Shipping 
No, Het a ee Dinner | Sipe 
, % inch 2% 34% inches 12. inches 
} A % inch 2% 34% inches 12 inches 
6 
8 





Non -Contact 
Contact 





¥% inch 3 29% inches 12 inches 
iy inch 2% 28% inches 10% inches 


HUMPHREY CO., 


Prease MENTION DoMESTIO 
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action of the fire. 


DOMESTIC 


NEW YORK, No. 1 Madison Ave. 
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Makers of Boilers and Furnaces 


UTICA, N. Y. 


CHICAGO, 48 Dearborn St. 


THe ADVERTISEMENTS IN DomEsTIO ENGInereIne Age [NpexeD. Tusn TO Pace XXVI. 


The strongest form of boiler construction known and the form pre- 
senting the largest surface to the action of the flame and gases, at the 
Same time containing the smallest amount of water is the oval. 

The fire and flue surfaces in the Carton Boiler are entirely composed 
of ovaled waterways with two-thirds of them directly exposed to the 


Carton Boilers are made in three widths of grate, comprising seven- 


teen different sizes with capacities ranging from 450 to 5,200 sq. ft. of 
steam radiation and from 750 to 8,575 sq. ft. of hot water radiation. 


HAVE YOU A CATALOG pP 


International Heater Company 


BOSTON, go Sudbury St. 
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Ge BRAENDER 


Automatic 


CELLAR 
DRAINER 


and BILGE SYPHON 


Operated by Water or Steam Pressure 


It is the best, therefore the cheapest. It is used 
in Municipal and U.S. Government Departments, 
endorsed by leading sanitary experts, and is guar- n. Braender Bile 


anteed to do what is claimed for it. Syphon. Always on 
watch. 





GISCHARCE PIPE 





PAT. APR. 21 1896, 











“Idld AladN@ 








: Sold to the trade only Write for circular and testimonials 


PHILIP BRAENDER, 143 W. 125th St., New York 
Sales Agent: W.N. McKenna Company, 75 Chestnut Street, Boston, Mass. 


























EF course, “Burn- 
hams” are made for 
steam or hot water— 
and as a steamer, the “Burnham” 











certainly makes good. See that 





water line—trom there up, is the 


steam dome. Now look at that 
deep water way over the fire—it’s the combination 
of these two that keeps the “Burnham” from prim- 
ing. There’s more yet about this priming matter, 


and the catalog tells it. Send for it. 


LORD & BURNHAM COMPANY 
IRVINGTON, N. Y. 

Boston: 819 Tremont Building. Phila.: Keystone Supply & Mfg. Co. 

Chicago; John Davis Co. Providence: Allen & Reed, Inc. Min- 

neapolis: Roberts Heating & Ventilating Co. 











The New Walker 


Series 30 for Steam or Water 


is a powerful heater. 
The fire-box is extra 
large; the combus- 
® tion chamber is well 
arched at good height 
above fire; the heat- 
ing surface is ample 
and well placed. 





These boilers may be 
placed side by side in 
the least possible 
area. 





30 Series Steam 


Don’t fail to write for Catalog 
of ‘‘Honest Ratings’’ today. 


Walker & Pratt Mfg. Co. 
31-35 Union St., BOSTON, MASS. 
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MEDIUM PRESSURE “INVERTED” 
GATE VALVE BLOW-OFF COCK 


500 LBS. TEST GUARANTEED © NEVER LEAKS~—NEVER STICKS 


THE ‘‘NEW ELLIPTIC’’ © THE ROTHCHILD 
| 


WRITE FOR PAMPHLET 


FREE TRIAL FOR 90 DAYS TO 
RESPONSIBLE PARTIES! 


JOHN SIMMONS CO. '°* 22 Ssmc**" 


EVERYTHING FOR THE STEAM, GAS, 
WATER AND SANITARY ENGINEER 
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National Angle 


Phermometer National Straight 


Thermometer 





National Altitude Gauge National Ammonia Gauge 


NATIONAL STEAM SPECIALTY COMPANY 
230 East Washington Street, CHICAGO, ILL. 


WRITE FOR CATALOGUE 








National Thermostatic Trap National Paul Valve National No.9 Drain Valve National No. 9 Vacuum Valve 
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NELSON 
VALVES | — 





For water works and factory 
plants desiring heavy, high 
grade, double disc valves. 





Nelson Bell End Hub Nut 
Gate Valves are absolutely 
reliable and tight. 





Fe ate eet Cee ee ver Sai: ee ES ceils sot faa ys 
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Thoroughly tested, inspected 
and guaranteed. 





GATES GLOBES ANGLES CHECKS 
ALL SIZES AND PRESSURES IN 
BRONZE - IRON ™ StEEL 


THE NELSON VALVE COMPANY 


PHILADELPHIA, PA. 


CHICAGO NEW YORK MINNEAPOLIS 
40 DEARBORN ST HUDSON TERMINAL BUILDING 622 ANDRUS BUILDING 
30 CHURCH ST 

PITTSBURGH SAN FRANCISCO 


525 THIRD AVENUE ATLAS BUILDING 
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It will pay you to keep in touch with 
us, because of the high quality of all our 
goods and the splendid system we have 
of packing and shipping. 





‘* DIAMOND N” 
Asbestos Cement 





‘* DIAMOND N”? ~ DIAMOND N” , 
Low Pressure Felt Covering 
Asbestos Air Cell Boards 34-inch thick 


Write for Booklet To-day. 


Norristown Magnesia & Asbestos Co. 


Executive Offices: 


NORRISTOWN, PA. 





SELLING AGENTS IN ALL LARGE CITIES 


Tus ADVERTISEMENTS In Domestic Enorveratne Ag Inpexep. Turx to Pacs XXVL 
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Judging by 
results, “The San- 
dusky” “Line” has 
made the “hit” of 


years 


T he No. ] 
Ratchet Machine, 
shown, cuts |] inch 
to Zinch in a 3- 
inch radius, and 
dies release auto- 
matically, allow- 
ing removal from 
thread without 
backing ott 








Circulars describing all sizes on request. If your jobber 


does not handle, order 


a sample direct from factory. 


THE THREADING MACHINE CoO. 


SANDUSKY OHIO 





XVil 




















To successfully meet present-day condi- 
tions you need an up-to-date equipment 


Have you investigated the 


Loew Victor 
Pipe 
Machine 
Model 
1908? 


Newest and best features in pipe machinery. Abol- 
ishes labor—gives better results—increases profits. 





SEND FOR CATALOG 


The Loew Mfg. Co.,Cleveland, 0. 




















Here is a 








No. 1A 


‘ Threads 
Pipe ~— 
Threader indy 


That 
Hasn’t an 
Equal 


“Top Side of Earth” 


IT WORKS LIKE A RATCHET. A 
BOY CAN THREAD TWO-INCH PIPE 
EASILY—IF HE USES THIS TOOL. 
There is no other tool that combines 
simplicity WITH EASE OF OPER- 
ATION. Thereis no other tool that 
will begin to do as much work for as 
little cost. Write us about it. 


THE TOLEDO 
PIPE THREADING MACHINE CO. 


TOLEDO, OHIO 
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Something New 





A Connected Waste and Overflow made of heavy 


drawn brass 
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Patents Applied For 


Some of the points of superiority are:— 


Durability (Best material and well made). Uniformity (All parts interchangeable). 
Smooth interior (Cannot collect filth). Handsome design (See for yourself). 


SEND US A TRIAL ORDER 


The Frost Mfg. Co., Kenosha, Wis. 
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CHICAGO 
MINNEAPOLIS KANSAS CITY SEATTLE 
100-106 2nd St. South N. W. Cor*2nd and Main Sts 639 New York Block 
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The Mercer Boiler 








SECTIONAL VIEW 


FOR 


Steam and Water Warming 








THE H. B. SMITH CO. 
BOILERS and RADIATORS 


WORKS 
WESTFIELD, MASS. 





THE REED SALESROOMS 
(Patented) 
Rotating Grate 133 Centre Street, New York, N. Y. 


Used in all Mercer Boilers 728 Arch Street, Philadelphia, Pa. 
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Government, State and Muncipal Inspectors ‘‘0.K.’’ WRIGHT COLUMNS 











THE 


RIGHT 


|_ IMPROVED SAFETY ALARM 


¥®.-., WATER COLUMN 


-& A Simple Dependable Means of 
Preventing Boiler Explosions 









































ONE FLOAT, ONE VERTICAL VALVE 


Sectional View 








Sectional View 


Showing regen AND A WHISTLE COMPRISE ITS 
2 fat nly, Le ey . " sieimadiaitiiciina —- 
- Sonn 7“ ( J. Combined High WORKING PARTS. 

: and Low Alarm 





| THE WHISTLE SHRIEKS WHEN THE 
P/ WATER LEVEL IN THE BOILER 
y APPROACHES THE DANGER LINE. 





Write for our new No. 11 Steam Specialty Catalog. You'll find it full of good things to know pertaining to ) 
ALARM WATER COLUMNS, EXHAUST HEADS, High and Low Pressure STEAM TRAPS, [tc. 


Detroit, Mich. WRIGHT MANUFACTURING CO, 2 wooavriaee st. 


























Pay No Attention || PRUDENTIAL 
To Threats Tank Heaters 


We guarantee you and your customers 
against infringement when our improved 
vacuum valves steam heating system and 
automatic vacuum valves are used. Why 
not give your customer the benefit of a 
more economical and satisfactory system. 








We only ask an investigation, if we can’t 





show you that we have the very best 











vacuum system and vacuum valves we 


will not ask for your business. are not so well known, possibly, as some 
It’s up to you. others on the market, but they will hold 
their own and more too, when put to the 
test. Next time you want tank heaters 


_ | SIMONDS HEATING miner lina 
oes wn PRUDENTIAL HEATING CO. 


105 Washington Avenue, Detroit, Michigan AKRON. OHIO 
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Imico Sectional Heaters Imico Diamond Water Boilers 





Capacity Water, 1150 to 7075 feet 
es Steam, 700 ‘‘ 4300 “ 


Capacity Water, 425 to 1100 feet 
7 Steam, 275 to 625 “‘ 


The Fitter will appreciate conservative ratings and properly proportioned flue and 
grate surfaces. The consumer will thank you for economy in coal consumption. 


Made in Chicago by the 
ILLINOIS MALLEABLE IRON CO. 


The Eureka 
Combination Circulation Fitting 
Saves the fitter time 
and money on one- 
pipe hot water work 


FULL VIEW SECTIONAL VIEW 





write for details—cheaper than common fittings and circulation always secured 
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dent. Just because those who pre- 
ceded you did a certain thing in a 
certain way, there is no reason why 
you should do it that way if you 
can find a better way. 


When you find your steam specialties are not giving proper service, do not 


buy the same make over again, but replace them with Foster Specialties. 


They give you entire satisfaction. 


We give you a partial list of the specialties we make: 


Pressure Regulators, 


Non-Return Pump Valves, 


Diaphragm Actuated Pump Governors, Back Pressure Valves, 
Piston Actuated Pump Governors, Float Valves, 


and many others of the highest grade. 


Write for catalog. 


FOSTER ENGINEERING COMPANY, 
NEWARA, N. J. 


S. S. STEWART, 1225 Park Building. Pittsburgh, Pa. 
Stock Carried at 50 and 52 S. Canal St., Adkins, Young & Allea Ce., Chicago, Ill. 


Room 304, No. 40 Dearborn Street, Chicago. 


403 Harrison Bidg., Philadelphia, Pa. 











Are You Going to St. Louis? 
Windermere Hotel 


is a delightful place in 
BEST RESIDENCE SECTION 
and away from the noise and smoke, yet within easy access. 
Transient Rates, $1.00 to $3.00 per Day 
Special Rates by the Week. WRITE FOR BOOKLET 
Address: W.F. WILLIAMSON, Mgr. 








— 





























HOTEL NORMANDIE 


CONGRESS ST., Near Woodward Ave.,. DETROIT, MICH. 


American Plan, $2.50 
per day and upwards. 


European Plan, $1.00 
perday and upwards. 


ton and Cold Running 


ater in all Rooms. 
Rooms with Bath extra 
A High Grade 
. 
Restaurant and Buffet 
in connection 


George Fulwell 


Proprietor 











A Good Money Maker 


This portable Vacuum House-cleaning machine will earn 
from $25 to $50 per day--expenses about $6.00. Latest and 
best method for cleaning carpets, rugs, upholstery, draperies, etc., 
without removal from the house. "Sucks out the dust into tanks 
in the wagon. In big demand the year ‘round for homes, churches, 
theatres, halls, stores, etc. A clean, legitimate, independent busi- 
ness, at good prices, netting from 
$3,000 to $5,000 per year to hustling 
Wagon Agents men with about $3,000 capital. Some 
ante customers are operating as many as 

If you don’t care to buy, | four outfits. Exclusive territory with 
thaps you can sell for us. | practically no competition or risk. We 
is commissions to live help you get the business. Descrip- 


agents who can find custo- . , . 
mers for our wagon outfits. tive literature to res nsible parties 
Particulars to those who | with necessary capital. 

mean business and can fur- 











nish references. We also install stationary vacuum coming 
plantsin residences and buildings of all kinds 











AMERICAN AIR CLEANING CO. 
MILWAUKEE, WIS. 
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The Milwaukee 
Heat Generator 


Will Get the Job For You 


It’s the latest and the 
greatest improvement 
yet in the Hot Water 
Heating Business. 














Over- 


It is the result of long 
experiments by men well 
versed in the closed sys- 
tem of Hot Water Heat- 
ing. 

It’s a decided improve- 
ment upon all the other 
devices on the market 
devised to increase cir- 
culation and temper- 
"ature of a hot water 
system, 

The Milwaukee 
Heat Generator does 
what none of the oth- 
ers can do in addition 
to doing all that the others 
claim to do. It maintains the 





Return 


pressure on the system all the time de- 
clining gradually with the fire always 
permiting the normal circulation of the 
water through the expansion tank. 


It has been in operation for nearly a year and 
thus far promises to further revolutionize the 
installation of hot water systems. 


Write for Folder 


The Milwaukee 
Heat Generator Co. 
458 Eleventh Ave. Milwaukee, Wis. 











OPPOSITE THE FALLS 


TOWER HOTEL 


The Home of the Brides NIAGARA FALLS, N.Y. 


European plan, $1.00 up. 
American plan, $2.50 up. 
One minute’s walk frem 
the Falls, directly oppo- 
site N, Y. State Park. 


Special Rates to 
Large Parties 


FREE Enclose Se 


in stamps te 
cover costs and I send 
you one of the finest 
colored double postal 
“cards ever gotten up of 
Niagara Falls, and it's a 
Beauty. 


M.J. Hoenig 
Prop. 
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THE WORLDS GREATEST SEWING MACHINE 


LIGHT RUNNING [ 





HOM 
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Ifyou wante = yo ple Vibrating Shuttle, Rotary 
Shuttle ora Single Thread [Chain Stitch] 
Sewing Machine write to 
THE NEW HOME SEWING MACHINE COMPANY 
Orange, Mass. 

Many sewing machines are made to sell regardless of 
quality, but the New Home is made to wear. 
Our guaranty never runs out. 

Sold by authorized dealers only. 
FOR SALE BY 


omen 


The New Home Sewing 
Machine Company 


335 Wabash Avenue, Chicago, IIl. 
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J. J. DELEHANT’S 


Keystone Die Stocks 


INVENTED BY A PLUMBER— 


for all plumbers who want the best 
and most practical tool on the market 





The Keystone Solid 
Die Stock 


No. 1 takes 4% to 1 inch pipe 





No. 2 takes 1 to 2 inch pipe 





Keystone 
Die Stock 
arranged 
for 
Armstrong 
Pattern 
Dies 











The construction of Keystone Die Stocks is so 
completely simple that nothing could be more 
simple and that is the reason why the man who 
buys one “Keystone” is so eternally satisfied 
that he finally has nothing but “Keystone” 
Outfits in his shop. 


NOTE: 
The Guides are made to go over 
both a one inch and a two inch Now 


coupling which enables cutting the 
closest kind of a nipple. 


Keystone Die Stock Co. 
754 West 47th Street 


Tear off the Coupon ~/ Y f° 
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NOT TESTED BY GUESS 
THE “KEWANEE” UNION 


[s tested with compressed air under water, therefore, every union 
shipped out is perfect and will give you perfect service. 


A PERFECTLY CONSTRUCTED UNION 


Otherwise it would not stand this test. 














Note—The brass to iron thread connection. 
Note—The brass toiron ball joint seat. 
Note—The simplicity—only three parts. 


THEREFORE— 
No corrosion, No gasket, No loose parts—NO LEAKS 





Write today for full information 


Octagon Pattern “Kewanee’’ Union 


NATIONAL TUBE COMPANY 


General Sales Offices, Frick Bldg., Pittsburgh, Pa. 
DISTRICT SALES OFFICES 


New York, N. Y., Hudson Terminal Bldgs St. Louis, Mo., Third Nat'l Bank Bldg. Denver, Colo. antes BS 

Chicago, 111. Commercial Nat. Bank Bldg. San Francisco, Cal. Crocker Bldg. New Orleans, La. Matson. che. 
Pittsburg, Pa. Frick Bidg. Portland, Ore. Wells Fargo Bldg. Atlanta, Ga. Candler Bidg. 
Philadelphia, Pa. one Bldg Salt Lake City, Utah. Dooly Bldg. Seattle. Wash. Alaska Bldg. 























GENERAL OFFICES AND WORKS—BARBERTON, OHIO 


We manufacture Standard Brass Globe and Angle Valves, Horizontal 
and Angle Check Valves of unequalled merit. 


PITTSBURGH BRASS VALVES 


are made of highest grade steam metal. They are made with patent ellip- 
tical nut lock, which prevents packing nut from turning when valve is 
opened. They are unconditionally guaranteed. 


PITTSBURGH VALVE & FITTINGS CO., ™4*3z87°™ 


We Manufacture all Kinds of Valves and Fittings 














Pennsylvania Master Plumbers at Pottsville 


Reminiscences from the convention held in that city on April 21, 1908 



































On the bank of Schuylkill river, under a bridge near Philadelphia delegates at the Pottsville convention in 
Pottsville, Pa. Reading from left to right they are: H. the roles of miners. It is claimed they are mighty good 
L. Hurlburt, Hugh McMichael, Geo. Wallace Smith, Fred imitations. Photograph by our Mr. Geo. Wallace Smith. 


Speth and George Burlingame, all delegates to the con- 
vention at Pottsville. 


‘ 



































Delegates to Pennsylvania Master Plumbers’ conven- Rhodes Brothers, of Philadelphia, inspecting a coal 
tion at Pottsville in possession of an engine at the col- mine, while attending the Master Plumbers’ convention 
liery. Photograph by our Mr. Geo. Wallace Smith. at Pottsville. 
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DO YOU KNOW THE 


Sunray Heaters and our Direct, Flue, and Indirect 
Radiators 





Send for catalogue and discounts 


THE J. L. MOTT IRON WORKS 


Boston Chicago sth Avenue and 17th Street, New York Denver San Francisco 











With the advent of Spring, TRITON 
RADIATORS are better than usual. 
Place your orders early as the fall 
business will be larger than ever. 


“A word to the wise................... ” 


UNITED STATES RADIATOR CO. 
DUNKIRK, N. Y. 


BRANCHES: NEW YORK WASHINGTON CHICAGO MINNEAPOLIS 
WAREHOUSES: JERSEY CITY CHICAGO MINNEAPOLIS 








Tue ADVERTISEMENTS Ix Domestic Encinesarnc Ans Inpexep. Turn To Paces XXXVI. 




















BO kes I MOORE NS eas 2 eS, 


WSIS EDS: SST ee eRe. 


PP 


DOMESTIC EN 


LIGHTING 


PLUMBING HEATING 





MILL SUPPLIES 





Weekly, $1.00 a Year. 


Chicago, Saturday, May 30, 1908. 


Whole No. 807. Vo. VLIII. No. 9. 





Much as the practice of marketing extra heavy soil 
pipe, weighing fifty pounds, is to be condemned, there 
are yet other commodities fully as demoralizing to the 
best interests of the trade, without in any manner mak- 
ing use of the dishonest practice of marking or stamp- 
ing the goods other than the quality represented. By 
reason of the variations in the quality of the product, 
enameled ware, aside from brass goods, affords pos- 


sibly the greatest opportunity for the substitution of 


inferior goods for those of higher or better quality. 
When enameled iron bath tubs were placed on the 
market, the commodity was confined to class “A” tubs 
having a “slush coat,” with three additional coats of 
prepared enamel, separately applied and fused, to pro- 
duce the perfect finish, color and lasting qualities that 
have so long gratified the purchaser, delighted the eyes 
of every beholder and made the “enameled tub” a thing 
to be desired by every householder. 

After the lapse of some time it was found that ex- 
act uniformity was an impossibility in the production, 
even with the exercise of every care and every pre- 
caution. “Pin-holes” and “chips” would constantly and 
as unexpectedly occur in the process of manufacture; 
and to break up, re-melt and re-cast this slightly de- 
fective output involved an expense to the manufactur- 
er which made the price of a strictly class “A” tub 
almost prohibitive, and finally led to the placing of 
this defective output on the market as a class “B,” non- 


guaranteed tub. 
« * * 


In the meantime a number of factories had been 
established for the production of enameled goods, who 
were either unable or unwilling to produce a bath tub 
possessing the high quality and merit of the class “A,” 
but which, being free from slight defects, were ranked 
as superior to the class “B” tub. These were placed on 
the market as the manufacturers’ “Best” product, and 
the reduced price at which they were offered made 
rapid inroads on the market for class “A” tubs. To 
meet this condition, and to maintain the high quality 
of the class “A” tubs, the manufacturers producing this 
grade designed and placed on the market in competi- 
tion with the “Best” product of other manufacturers, 
what was known and aptly designated as the “Compe- 


tition” tub. 
* * * 


It is not charged, nor can it be said with truth, as 
in the case of soil pipe and tank linings, that deliber- 
ate fraud was attempted or perpetuated, for enameled 
goods had no accepted standard and the quality of 
the product varied according to the skill of the work- 
men, the formula of the manufacturer, and his broader 
conception of things essential to produce results. In 
the class “A” tub the manufacturer gave a “guarantee” 


of quality, so broad and comprehensive that a tub of 
that class being found defective after installation and 
a long period of use would be removed, the defective 
tub replaced with a perfect class “A” tub, and all ex- 
pense incident to such change paid by the manufac- 
turer. The "Competition tub, like the class “B,” en- 
tered the market as a “non-guaranteed” product, though 
in more recent times the “Competition” grade of cer- 
tain manufacturers has been “guaranteed” to the extent 
of delivery and set up. 

The three classes then recognized and accepted by the 
trade, and the order in which their respective merit 
placed them, was the class “A,” “Competition” and the 
class “B.” Had the matter rested at this point but 
little might be said in reference to the unfair practice 
of substituting inferior goods for those of higher qual- 
ity; but the introduction of the “Competition” tub led 
to results least expected and now greatly deplored. 

It led to fierce competition between the manufactur- 
ers, and their distributors were no less active and ag- 
gressive. It influenced some producers of the “Com- 
petition” grade of tub to improve the quality of their 
output, until it approached nearly the perfection of a 
class “A” tub. This in turn afforded the opportunity 
to the unscrupulous, if not dishonest, to substitute the 
inferior for the better grade, it being, as usual “Just 
as good.” 

* +. « 

While it is an accepted fact that the class “A” of to- 
day is better constructed, more beautiful in design and 
more exquisite in finish than in “ye olden time,” yet 
it has steadily declined in price to a point where cost 
of raw material and other fixed charges will not ac- 
count for the changed value. Improvements effected in 
the operations to produce, such as the electric crane 
and sand blast, obviating the need for a large part of 
the “hand” work originally required, indicate some sav- 
ing features, but they do not account for the remark- 
able depreciation of the past ten years. It is asserted 
without fear of successful contradiction, that a large per- 
centage of the reduced price is attributable to, and has 
been forced by, the evil of substitution. 

* * * 


While certain manufacturers bent their energies to 
improve the quality of their product, there were oth- 
ers who, in response to the old, yet ever recurring 
demand for “better prices” to meet existing condi- 
tions, were influenced to lower the quality of their 
product in order that the cost could be kept well with- 
in the selling price. Less metal was put into the cast- 
ing; the number of coats of enamel was reduced from 
four to three. This but incited the desire to “beat the 
game,” until the climax of depreciated quality was 
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Modern Steam Heating IIlustrated.—VI* 


BY B. F. RABER 
La Fayette, Ind. 


Written expressly for “Domestic Engineering.”? All rights reserved. 


Tue Mitts or Attic MAIN SYSTEM. 

The five preceding plates illustrated either the 
one or the two pipe system of steam heating, and 
the general arrangements were those most common- 
ly found in the smaller plant. The accompanying 
plate, No. 6, shows in elevation a system more often 
encountered in large installations. Whenever the 
amount of radiation is more extensive than in a 
residence or small office block, modern practice most 
generally uses the Mills or attic main system, as 
here illustrated. This arrangement of the piping of 
a steam system is rapidly gaining great favor, since 
it works well under almost any conditions. The 
only reason it is not used in the smaller plants is 
because, in these, the cost of the piping is a com- 
paratively large factor, and it is quite evident that 
the one-pipe basement-main system illustrated pre- 
viously shows less piping for a given number of 
radiators than does the Mills system. When, how- 
ever, a larger system is considered, as in a tall of- 
fice building job, and the piping, as a factor in the 
cost, becomes comparatively small, the many advan- 
tages of the Mills system bring it strongly to the, 
position of first choice. 

In noting the essential features of this design, it 
should be observed that, in reality, it is a two-pipe 
system, so far as mains are concerned, and a one- 
pipe system with regard to radiator connections. 
The main from the top of the boiler is seen to lead 
directly to the highest point of the entire system, 
usually to the attic, and from this point branch what 
are really the steam distributing mains. The cir- 
cuits of these in the attic are usually so planned that 
they lie directly above the radiator positions. The 
circuits of the steam mains are usually duplicated 
exactly, by the circuits of the returns in the base- 
ment. In so far as mains are concerned, then, the 
Mills system is similar to a two-pipe system, except, 
- *Previous instalments of this series of articles were 


published March 7, 21, April 4, 18 and May 2. These 
back-numbers can be obtained for 10 cents a copy. 
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indeed, that instead of both mains being in the base- 
ment, one makes its circuit in the attic. 

The second distinguishing feature of the attic, 
or overhead system, is the manner in which the 
mains are connected to radiation surface. In the 
ordinary two-pipe system “risers” from one main 
carry the steam upward, but against the direction 
of its own condensation, to the radiators, from which 
the radiator condensation is drained by a separate 
pipe return. Again, in the ordinary one-pipe sys- 
tem, the “riser” conveys steam upward and against, 
not only its own condensation, but that of all the 
radiators it supplies, in addition. With the Mills 
system, however, there are no “risers,” but rather 
“drops,” and the flow of steam in these is down- 
ward, hence with the direction of flow of all con- 
densation. This is the cardinal point of the system— 
the fact that, with the single exception of the ris- 
ing main, all pipes carry both steam and conden- 
sation in the same direction. This, of course, al- 
lows smaller and less conspicuous piping to be 
used, and reduces to a minimum the danger of wa- 
ter hammer and of faulty circulation. 

One interesting example of the flexibility of this 
system came to the notice of the writer. It was 
found necessary to suspend the construction of a 
twelve-story office building at the eighth floor, but 
the remaining floors were to be added in about 
three vears’ time. The heating system was accord- 
ingly designed, after the Mills system, for a twelve- 
story building, and installed in the existing eight 
stories, in strict accordance with the completed 
plans, but with no attic main. Instead, a temporary 
basement dry main was run, and the system oper- 
ated as a one-pipe job for three years. Then, up- 
on the completion of the building, the permanent 
attic main was installed, and the system operated in 
the manner for which it was designed. 


The connections of radiators to the drops are in 
no particular different from the usual ones de- 
scribed in previous chapters. Drainage and the pro- 
vision for expansion so that radiators may not be 
lifted are the two points to be carefully remembered. 
It will usually be found that the connection to a 
radiator runs along under the ceiling and taps in- 
to the radiator on the end farthest from the drop, 
especially when radiator is near drop. 

When the drops themselves are over several 
stories high, say four, provision must be made for 
expansion and contraction. Various expansion 
joints are upon the market and hardly need explan- 
ation or comment. Their use is often avoided by 
breaking the direct line of the drop or riser with a 
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Plate VI. Plan of the Overhead system of steam heating also known as “The Mills System.” 
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Can Traps Jdaving Concealed Cast Partitions 
be Sately Used in a Plumbing System ?* 

















sy M. Stone, Jr., PLUmMBinG INSpecToR, GREELEY, COLO. 


There are cast iron traps which are perfect as 
far as the soundness of the trap and its partitions 
are concerned, but I can find no excuse for instal- 
ling a trap of this character in a system of plumb- 
ing when there are so many traps, of which one is 
positive that they will do what is required of them 
after their installation. 

A trap is of value just so far as it complies with 
the requirements that should be embodied in every 
good trap. A good deep seal, non-siphoning, 
smooth interior and self scouring are a few points 
that must not be overlooked when deciding on the 
trap to use. Then besides these points it should 
also be required that it must have no partitions or 
mechanical devices with a possibility of sand holes 
or disintegration by chemical action or any other 
imperfection to either let the water down below 
the seal, or permit gas to pass above the water line 
and out at the fixture. 

Most traps with partitions are made of cast iron 
and are consequently open to the last named defects. 
In most cases it is not convenient to examine or test 
the trap for imperfections of this nature and in 
some it is a physical impossibility to so determine 
without cutting the trap to pieces to get a look at 
the inside. This condition brings us to the next 
bad feature of the trap constructed with cast parti- 
tions. 

The surface of the partitions, being cast, are 
nearly always very rough and uneven no matter 
how careful the moulder may be in his work, and 
this leaves a very rough surface to foul up even if 
it is scoured to some extent. But as far as scouring 
is concerned, it is commonly conceded that the gen- 
eral run of traps with partitions absolutely refuse 
to do any such a thing. But they are very apt to 
catch lint and loose their seal through capillary at- 
traction. Of course it is possible to have just as 


*Read at the third annual meeting of the American Society 
of Inspectors of Plumbing and Sanitary Engineers, Chicago, Feb- 
ruary 10-12, 1908. 
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deep a seal with a cast trap with partitions as with 
any other trap and one can probably get a trap of 
this kind that will not siphon any more readily 
than traps without partitions. And I presume there 
are also traps with partitions that will stand against 
evaporation as well as other traps, but such traps 
can certainly not excel in any of these points if it 
is set side by side with other traps that are made 
to stand these tests and have no partitions in them. 

Finally I cannot see why one should use a trap 
with partitions that is open to the above objections 
and has no real advantages over other traps, except 
a possibility that it may be installed for thirty cents 
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Geo, Wismer, of Philadelphia, demonstrating the fine 
points in a washing machine at the Master Plumbers’ 
convention in Pottsville just as he is being crowned with 
a huge flower pot. 


less than others. But just listen to the arguments 
advanced by the wily salesman; a member of this 
fraternitv told the writer once that you could just 
poke a five dollar bill down in your pocket every 
time you installed one of his traps as it didn’t 
have to be vented. I told him I couldn’t see it that 
way, and anyway I had too much money already. 
Lo and behold! On his next trip he had the same 
trap with him, only it now had a vent coupling on 
it. J presume it was put there because his trap 
needed no vent and for no other reason. 

Trusting that we all may be put on the right 
track. But whether I am right or wrong I am, 
very respectfully yours for the advancement of the 
profession and safe plumbing. 





A solder that will fuse at a low temperature and used 
in uniting soft metals 1s made by adding three drops 
of mercury to each ounce of common solder. 
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The Building Above the Basement 


Written expressly for ‘“‘Domestic Engineering.” All rights reserved. 


THE Luncyu Room. 


The lunch room is another item frequently 
omitted from the equipment of the office building, 
but necessary to its greatest usefulness. Like the 
barber shop, the lunch room to be most accessible 
to the largest number of tenants, should be on one 
of the upper floors; but if the tenants must share it 
with the public outside the building the basement or 
ground floor will be the better location. If much 
of the food to be served is to be cooked on the 
premises a separate kitchen will be required. Here, 
the roasting of meats and baking of pastry and 
bread foods will require fire heat, and for this serv- 
ice most professional cooks prefer the regular hotel 
range; this has large radiating surface and so 
throws out much heat, and it takes up much room. 
Gas ranges are now made which take but little 
room and have less radiating surface and throw out 
less heat. Their quickness in starting fires makes 
them very desirable where meals must be served on 
time. All the heavier operations can be performed 
on these ranges and in some of them a small space 
is devoted to broiling and toasting and the same 
flame that does this work heats the oven above. 
The making of smoke and odors that may be un- 
desirable is one of the traits of ranges of any kind, 
so we must provide a good chimney connection for 
the coal range and good ventilation over all the 
The making of soups and boiling of vege- 
tables being operations conducted at lower tempera- 
tures can easily be carried on as attachments to the 
live steam service of the building. The soup kettles 
are merely jacket kettles of copper or iron, and 
where speed of operation is not important can be 
arranged to work on exhaust steam. Vegetable 
boiling or steaming may be done in partly open ves- 
sels into which live steam is blown at a pressure 
above that of atmosphere, and in such quantity as to 
maintain a pressure a little above atmospheric, thus 
assuring a temperature not lower than two hundred 
and twelve degrees F., and never very much higher. 


ranges. 
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Jacket kettles may be used for this work also. If 
oysters are to be stewed we may have little silver 
plated copper jacket kettles that operate very quick- 
ly when furnished with live steam. In the pantry 
be it large or small, plate warmers are required, 
heated by live or exhaust steam; also a carving 
stand, which is simply a shallow, rectangular box 
about four inches deep and made of copper or gal- 
vanized iron. The top or cover has a number of 
openings in it, into which are fitted warming dishes 
with covers; the number, shape and size of these 
dishes is varied according to the foods to be served. 
Lying on the bottom of the box is a coil of three- 
quarter inch steam pipe submerged in water. 
or exhaust steam is admitted to the coil, and the 
food to be kept hot is placed on the dishes and 
covered until required by the carver. The entire 
bottom and most of the sides of the dishes being 
exposed to the vapor of the water in the box their 
contents receive enough heat to keep them at a 
good serving temperature. 
same sort is sometimes used as an auxiliary to the 
carving stand and is called the bain-marie (literally, 
Mary’s bath). These warming and serving devices 
may be run on exhaust steam if coils be 
enough. Coffee urns are a necessary part of the 
restaurant outfit and should always be in pairs that 
they may be used alternately, each one being boiled 
with clear water while its companion is in use. The 


Live 


A smaller device of the 


large 


making of tea is usually done in individual pots as 
ordered, hot water for the purpose being drawn 
from an urn with more heating surface, but iden- 
tical in appearance with the coffee urns. Neat sets 
of three are now made to rest on one stand. Thev 
are heated by live steam, as coffee sometimes has 
to be made quickly. Some caterers insist on grind- 
ing their coffee on the premises; mills for this pur- 
pose are now to be found connected direct to 
electric motors. Dish washing machines are also 
used in some of the lunch rooms in our cities, They 
operate by throwing very hot water, sometimes 
soap suds, on the dishes held in wire baskets, and 
after the soapy water has had time to wash away 
the dirt, the water is changed, by outside valves, 
to clear hot water, which when applied for a short 
time washes away all traces of soap or grease and 
leaves the dishes so hot that when taken out, thev 
speedily become perfectly dry. Some of the ma- 
chines are entirely enclosed and do not emit vapor 
except for the few moments they are open for re- 
ceiving and delivering dishes. All these aids to the 
preparation and serving of food require plenty of 
water, and wherever they mav be located we must 


Continued on page 218 















































Building Upa Plumbing and Heating Business 
in a Small Town” 
By Geo. H. CLAGGETT, oF CLAGGETT Bros., MONTEVIDEO, MINN. 


(Conclusion. ) 


In building stove and hot water plants the writ- 
er had one experience which is mentioned here to 
prevent others from making a similar error. A 
customer wanted to warm a granary in which he 
had stored several hundred bushels of seed corn, 
the bins being on both first and second floors. He 
had some second-hand, four column, low window 
radiators, tapped at bottom only. These he wanted 
to use on second floor, connecting them to water 
heater in stove on first floor, thus avoiding the 
danger of fire and inconvenience necessary in case 
he should place another stove on second floor. 

The situation being unusual [I demurred, how- 
ever, Mr. Thompson's article in the 
Plumbers’ Trade Journal” recommending a pipe 


noticing 


loop over which the water should flow and come 
back to the basement, and then be carried to the 
radiators in the usual The statement that 
this loop had improved several slow-working plants 


Way. 


caused me to take courage and proceed to follow 
his plan and build the plant. 


Mr. Thompson will doubtless be interested in the 
result and disappointed that the plant failed to the 
extent that it would not be prudent to construct 
another. The corn bins are located between the 
expansion tank and the radiators, as shown in Fig, 
5. The radiators are placed at both ends of the 
chamber near the wall, to keep the frost from the 
bins and keep the corn dry. We could not run 
the pipes through or over bins very well, as the ra- 
diators were not tapped at the top for the overhead 
system. We were therefore compelled to go down 
below the ceiling and pass over the lower corn bins 
and up to the bottom opening of the radiators, re- 
turning with 114” pipe to water heater, placing air 
valves on radiators, most of the air escaping through 

*Previous instalments in this series of articles were 
published in the issues of March 21, April 4 and 18, May 
2 and 16. The numbers can be obtained for 10 cents a 


COpy. 
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We used only long 
sweep ells on the plant, our aim being to help the 
loop to regulate the circulation by avoiding all re- 


the loop to expansion tank. 


sistance possible. When the plant was completed 
we filled it with water and built a fire with wood 
and coal—not a quick fire. The water started for 
the radiators by the easiest route, the same being 
up the returns, the perpendicular flow pipe remain- 
ing quite cold until the water (about ten pails) in 
the system was near the boiling point. The cus- 
tomer, not knowing what direction the water was 
going, felt the warm radiators and seemed well 
pleased. We were disappointed to see everything 
going backwards, and our surprise to find the wa- 
ter traveling over the loop the next morning may be 
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imagined. We watched the operation of the plant 
closely for several days and ascertained these facts: 
Cold water in the loop crowded the warm water 
down around the dip, which we always put in the 
pipe just under the water heater, and up the re- 
turns to the radiators; when the water was heated 
nearly to the boiling point, steam bubbles started for 
the expansion tank; the water once started con- 
tinued to pass over the loop, even when the fire was 
very low, and until the water became quite cold; a 
fresh fire acted like a reverse lever (a check valve 
could be placed near the heater, but would create 
some resistance and yield no benefit as far as get- 
ting the radiators hot). 
out the loop and go direct to the radiators, but we 
thought the water was crazy enough and did not 


Our helper wanted to cut 


Concluded on page 207) 
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Some men, after 


downing obstacles, enduring 


hardships and worsting competitors, lack the cour- 


age to attack their own weaknesses and _ foibles. 
No matter on what pinnacle of success you find 
them, they 


though submerged in difficulties, is still entirely 


are less conquerors than the man who, 


master of himself. 

Go in and take an order. Don’t expect the 
customer to suggest that he would be pleased to 
give you one. Don't wait for him to make a 
formal speech, bestowing it upon you, like a col- 
lege professor handing out a diploma to a bash- 
ful graduate. 

No one finds it easy to make up his mind while 
somebody is waiting for him to do so. Never 
put your customer to the trouble of making up 
his mind when you can do it for him. ‘Talk from 
the start as if you took his consent for granted. 
Keep the whip hand in the conversation, don't give 
him a chance to block you with a definite “No!” 
As soon as you have won his confidence and made 
clear to him just as many facts about your proposi- 
tion as it is necessary for him to know—wasting 
no time on superfluous information—close the in- 
terview by presenting the order blank for him to 


sion, Do this in a confident, decisive WaV, das if 





there could be no question of his complying 
if it were as much a matter: of course for him to 
sign as to answer the “Hello!” of a friend on the 


street. 


*‘Salesmanship and getting the price are cor- 
relatives. 

The one without the other is impossible 

The salesman necessarily represents the seller— 
not the buyer. The buyer may be depended upon 
to represent himself. 

\ salesman who attempts to represent both sel- 
position as 


brief 


ler and buver is in as untenable a 
would be a lawver who proposed to hold 


for both the plaintiff and defendant in the same 


sit 


ile 
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himself a salesman, 


imagine 


Such a man may 
but he has yet to master his first lesson in the 
art—has yet to learn the rudiments of his profes- 
sion, 
standard and 


If he tries to sell an article of 


established worth by offering it for less than its 
price, he is no salesman—he is a parasite. He 
Is a parasite because he preying on the energy 


and industry of others, unable or unwilling to 
stand on an equal footing with his fellows, but quite 
ready to trafhe on the 


lished, 


good-will they have estab- 
and attempt to construct a shelter for his 
own infirmities by foundations 
of the 


and conscientiously raised up. 


stealing away the 


temple of success they have industriously 


Building up a Plumbing and Heating Business 
ina Small Town 
Concluded from page 206 
relish the idea of its attempt to go both ways at 
once, 

The loop helps the circulation either backwards 
or forwards, whichever way the water chooses to 
eo; it acts as a regulator in either case. It corre- 
sponds to the wall radiation illustrated in Fig. 1. 
The cold water in this radiator crowds the warmer 
up to the expansion tank. In a similar manner the 
cold water standing in the loop (see Fig. 2) crowds 
the warm water through the returns to the radi- 
ators, the trouble being that, owing to gravity and 
the circulation is 
This little plant teaches 


the dip in the pipe, 
enough. 


not rapid 
lesson that all 
steam fitters should know. 

We shall continue to install hot 
where possible according to the overhead plan. In 


water plants 


situations where this system cannot be used, we 
such 
manner as will insure a steady flow to the radia- 


always locate the radiators on second floor, in 


tors on the first floor, using long sweep or 45° el- 
thus possible. <A 
forced 


bows, avoiding all resistance 


sixtv-inch high water boiler, by firing, 


may crowd the water against any resistance, 


and partially overcome it. A properly constructed 
pipe svstem will require less fuel, 


satisfactory. 


and prove more 


Where only radiators are connected with coil or 
heater, 
oranary plant demonstrated. 


eravity may work both ways, as our little 
Water cannot distrib- 
ute heat unless it is moving. The more rapid the 
movement the more heat distributed. 

A little studv along these lines will materially aid 


the hardware dealer and steamfitter in small towns 
to succeed in business. 






























IN MISSOURI. 


The Land of “Show Me.” 

The saying, so familiarly emphasized in 
this country, of “Well, you'll have to show me,” is 
credited to this unusual state of Missouri. I did not 
appreciate its significance until I visited these parts, 
when its true meaning was forcibly impressed upon 
me. My story, however, will not be so much a treat- 
ise upon the origin of this expression, as it will be an 
experiences in the land of 


proverbial 


endeavor to chronicle my 
its innovation. 

one of the great states of our na- 
accompanied by the bus- 
iness prowess of its citizens, have given it a clinching 
claim to commercial distinction. less than a 
half century ago that bloodshed and strife laid havoc 
to its land—when the state was factionally divided be- 
tween North and South,—and yet, out of this disorder 
arisen cities of resource and import- 


Missouri 1s truly 
tion. Its natural resources, 


It was 


and chaos have 
ance. 

St. Louis is more beautiful with its improvements to 
the west than anything outside of Paris. It manufac- 
tures enough shoes to supply the entire nation, with 
sufficiently more for the entire 
to make Milwaukee 
enough of the li- 

Chivy- 
extinct 

when 


facilities to produce 
world. It enough 
worry for its laurels, and produces 
quid to float the entire American-Japanese fleet. 
ante-bellum days are not 

of business turmoil, 


has breweries 


customs of 
these days 


alrous 
there, even in 
proper courtesy is so easily forgotten. 

Kansas City—typically American—is a thriving, fast- 
Its stockyards are the second larg- 
and this is but one of its many in- 
energetic, progressive 
accomplished in the way of improve- 
would ordinarily consumed a 
location has made it an acknowl- 
with these 


ly growing place. 
world, 
inhabitants are 


est in the 
dustries. Its 
people and have 
that which 
Its suitable 
to a 


ments have 
lifetime. 
edged gateway great southwest, and 
facilities its future is unbounded. 

The southwestern the state, 
ity of Joplin, has been found to possess an abundance 
of mineral wealth. The mines there have been per- 
worked and have paid handsomely—so much 


that the city of Joplin has nearly doubled 


section of in the vicin- 


sistently 
fact, 
its population within recent years. 


sO, 1n 


The city of Springfield was one of the early settle- 
ments, and even today, with its colonial architecture, 
reminds one forcibly of old southland. It 1s but a 


night’s ride from St. Louis, through a vast country 


that is being rapidly cultivated. 


inslow S 

















One is always greeted at the quaint lit- 
tle depot there by a large coterie of negroes, who look 


Springfield. 


upon “train time’ as an event of the day. It was 
early morning when I arrived on the scene, and even 
though I had to ride on the roof of the hotel ’bus to 
be sure of breakfast, I could offer no complaint. Mis- 
sourians are the most hospitable people. The hotel 
proprietor, with a delegation of obsequious bell-men, 
greets you at the door, and their attentions continue 
until your bill has been paid. But I was surprised— 
such an early hour—to see the lobby 
filled with an animated crowd of people. Upon in- 
quiry. I found that Bob Fitzsimmons was expected to 
arrive almost any moment, and that his loyal ad- 
herents among the town people were merely awaiting 
that event. It seems that he had a most prolific press 
agent and his performance to be given at the opera 
house that evening had been heralded throughout the 


especially at 


vicinity. Many of these gentlemen had evidently been 
up the entire night, talking “fight.” When the 


doughty “Bob” finally did cross the threshold he was 
accorded a southern welcome and hoisted safely to the 
top of the hotel, and from this vantage place delivered 
an impromptu sermon that would have made the ora- 
tions of Catiline vanish with envy. Mrs. Fitzsimmons 
in the audience to lead the cheering. 

With effort I managed to reach the city directory, 
which was tied to the hotel by one of those rubber 
chains. A diligent search revealed the following estab- 
lishments to be actively engaged in the plumbing and 
heating business. Those marked with a star are paid 
subscribers for “Domestic Engineering:” 
'*Armstrong & Bros. *Cooper Brothers. 

*Peterson-Brechtel Plumbing Co. 

*Jones Brothers. *J. W. Schneider & Son. 

*Standard Plumbing Company. 

*Springfield Plumbing Company. 

*Sanitary Plumbing and Heating Company. 

*G. A. Wood Plumbing and Heating Company. 

*L. F. Picard. *John F. Cunningham. 

The streets of Springfeld are arranged. 
In the center of the city 1s the proverbial public square, 
all thoroughfares radiate. This is a fa- 
The farmers, town, in- 
assemble there, one may 


was 


uniquely 
from which 
vorite 

variably 


rendezvous. when in 


on which occasions 


hear many outbursts of oratory. They possess a dia- 
lect peculiarly their own. 
But a block away, I noticed an imposing structure 


Cooper Brothers. The 


[ entered, and an air 


devoted to the business of 


fires were just being started as 
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of cheerfulness seemed to pervade the place. Mis- 
sourilans are early risers and business is their first 
consideration. The House of Cooper is an institution 
of many years’ standing and is familiarly known in its 
vicinity. Brother Cooper had but that day returned 
from Gulfport, Miss., where a branch of the business 
is located. He brought with him, of course, a Mis- 
sissippian coat of tan, wonderfully becoming, and the 
ortten 


customary mess of seventeen-foot fish we so 
read about. The latter will be exhibited in the town 
square. 


I had the supreme pleasure of enjoying on this day 
an old-fashioned, southern marsh mallow roast. It 
all happened over at the home of the Peterson-Brech- 
tel Plumbing Company, a young concern among local 
business circles. Several notables were on hand from 
the north to represent the supply interests, all of 
whom added a touch of interest to the assemblage. 
Mr. Peterson acted as King Roaster, which feat he 
becomingly accomplished. Our feast was concluded 
by a recitation of several hair-raising anecdotes that 
would have driven the “Rarebit Fiend” to desperation, 
and would have frightened the bird on Nellie’s hat. 
A splendid time for all was the result. 

We later adjourned to the Elks’ Club, where pro- 
ceedings were continued. Through persistent effort 
f managed to group the gentlemen in the party on the 
steps for a photo, the result of which is presented 
in these columns. A penetrating, drizzling rain has set 
in, however, which made this task the more difficult to 
accomplish. 

During this interval, we distinctly heard a shrill 
whistle issue from a distant street corner. It proved 
to be the property of Tom Armstrong, who was by 
this time tearing down the street on a new tricycle 
that was enveloped in a cloud of mud. He had heard 
there was to be a picture and under no conditions 
could he have missed it. ’Squire Thomas is known 


as the “Tron Man of Missouri,” and when his pre- 


6 





Armstrong & Bro., one « 


The trade-mark of Tom 
ing firms of Springfield, Mo. 
tentious right member is on the job absolute precau- 
tion is observed by everyone who happens his way. 
He issued a challenge to his “speckled” friend, Fitz- 
simmons. for a fracas to take place in the rear of his 
shop, and though he was undoubtedly there with bells 
on, the final result of the smash-up 1s not known. 

After my departure from this interesting conclave, 
street to the twelve-story 
No one was at 

with a 


| meandered up the main 
building occupied by Jones Brothers. 

home except the goat—a huge affair 
celled goatee. At the time of my entrance he was en- 


mafr- 


grossed in chewing the lace off the window shades, 
but he was so full of the spirit of roguishness and was 
such a beautifully mannered beast that I inquisitively 
inquired as to his origin. I was informed that he was 
familiarly known as the family “Jinks,” and that the 
school children had endearingly named him “R. Mutt.” 
This was indeed a revelation. 

Springheld really possesses a luxurious theater. In 
the same building I found the executive offices of the 
Standard Plumbing Company, under the dictatorship 
of James J. Lawlor and Thomas Fogarty. Their quar- 
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Missouri.” A group of Springfield (Mo.) 
some traveling supply men on the steps of the 
Photograph by our Mr. Winslow. 


master 


Elks’ 


*‘A wet day in 
plumbers and 
Club in that city. 


occasionally serve 
a double When the dressing rooms of the 
theater are in use the 


ters are adequately equipped and 
purpose. 
is gallantly of- 
The result is that 
famous impressarios, sultans, kings an train- 
When 


business is quiet they erect a fence around the place 


management 
fered the privilege of their space. 


animal 
ers have graced their sanctum. the plumbing 
and charge admission. 

There was happiness in camp on this day among 
the members of the Springfield Plumbing Company. 
[ discerned that this apparent joy originated from a 
worthy source, as E. F. Hoke, the firm’s head, had re- 


turned from Shreveport, La. where he conducts a 


branch establishment—after a prolonged absence. He 
enthusiastic over the 


rate, it 


seemed prospects of that coun- 
try. At 


ruddy complexion he had donned was surely sufficient 


any must be a thriving one, as the 
sickness there. Through 
Mr. Hoke has 


of ex fi nsive proportions. 


to dispel any semblance of 
earnest application to business estah- 
rs 

lished a customage 
[ soon had an opportunity of meeting the pioneer 


[ reter to John F. Cun- 


the old stand on the 


of the trade in Springfield. 
ningham, who still holds forth at 
His 


ing in the plumbing business 


Champs Elysees. recitation of conditions exist- 


as compared with thirty 


years ago proved of intense interest Mr. Cunning- 


ham’s life has been devoted to the science of sanita- 


tion, and many of the present generation have him to 


thank for their first teaching 


E. De Forest Winslow. 


(To be concluded in next week's issue) 
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The Association of Master 
Plumbers of California 
Meets at Oakland 


Oakland, Cal.—On 


Committee 


Monday, the State 
of the of Master 
California held an executive session last- 


May 11th, 
Executive Association 
Plumbers of 
ing all day, and during the afternoon the state com- 


mittee were the guests of the Oakland, Alameda and 
serkeley locals, and were entertained at a delightful 
luncheon given at St. Marks’ hotel. In the evening 


the committee resumed its sessions, adjourning to meet 
in preliminary session on the morrow 


Tuesday, May 12. 


About four hundred del- 


egates, alternates and 
members and ladies as 
sembled in Maple Hall 


and addressed by 
John H. Eustice, president 
of the Oakland Associa- 
tion, and by State Pres- 
dent Daniel Crowley. His 
Honor, the Mayor Frank 
J. Mott, of Oakland, wel- 
comed the assemblage 
most heartily, and assured 
them that he held one key 


were 





DANIEL CROWLEY, . ’ i 
ne | Pe of the city in reserve for 
Retiring President of the Cali 
fornia Master Plumb- them. 
ers’ Association. The preliminaries con- 


cluded, President Crowiey 
immediately proceeded to business, and the customary 
After short 
the committee on credentials made a progressive re- 
the 


committees were appointed a recess 


convention was formally declared open 


ot 


and 
for the 

The of the taken 
patching routine business, presenting resolutions and 


port 


transaction business. 


up in dis- 


balance day was 


reports. The convention adjourned to meet 
on Wednesday. 


officers’ 


at 10 a. m., 


Wednesday and Thursday, May 13 and 14. 
The various resolutions were reported upon by the 
committees and disposed of as far as time permitted. 


The convention then adjourned until 9:30 a. m. 
Thursday, and cleared up all unfinished’ business. 
That done, the election of officers was in. order, 
Then came the determination of the place of meet- 


ing for the next convention, and then, with song and 


merriment, the convention adjourned sine die. 


Election of Officers. 
follows: 


election ot officers resulted as 


The 
President, Charles H. Julian, of San Diego. 
Vice-President, John H. Eustice, of Oakland. 
Treasurer, William F. Wilson, of San Francisco. 
Secretary. John L. E. Firmin, of San Francisco. 


Members of State Executive Committee: [rank J. 
Klimm. San Francisco; Thomas Haverty, Los Angeles; 
Tohn Cahill, Sacramento: Edward Crowell, Los An- 


geles; Daniel Crowley, Oakland, Past President. 
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Assistant State Secretaries: Vincent W. Guercio, 


of Los Angeles; Frederick Heilbron, of San Diego. 


Delegates to National Convention in Boston: 
Charles H. Julian, president; James Britt, Frank A. 
Jay. 


Reports of Officers. 


The reports of Treasurer Wm. F. Wilson and Sec- 
retary John L. E. Firmin show that notwithstanding 
the trying conditions of the past year, the state mem- 
bership has been kept at a high standard of “in good 
standing,” and President Crowley’s report gave sat- 
isfactory evidence of increase of membership. 

Pasadena has been fixed as being the place where 
the convention of 1909 shall be held, and even now 
all are looking forward to a fine convention in that 
beautiful southern city. 





Important Business. 

Among the more important business transacted by 
the convention were the following: 

The voluminous report of the outgoing administra- 
tion relating to state legislation on plumbing and the 
lien law, was such that, after considerable debate it 
was resolved that both subject matters be referred io 
the incoming administration with instructions to con- 
tinue the work of the past administration, and the 
incoming executive committee was given practically 
full power to act. 

The convention instructed its incoming 
ministration to request a hearing between the state 
executive committee and the State Chapter of Archi- 
tects of California at its coming convention, for the 
purpose of preventing the evils arising under the ex- 
sub-contracting and of correcting 


also acl- 


isting system of 
said evils. 

As it appears that unsatisfactory conditions exist 
in regard to the manner in which plumbers’ supplies 
are marketed, and that these conditions work 
injury to both the jobber and master plumber, there- 
fore, the convention instructed the incoming state ex- 
ecutive committee to endeavor to bring about a confer- 
ence meeting between the wholesale supply dealers and 
the committee. 

It was the sense of the convention that the incoin- 
ing administration shall apply a comprehensive and 
energetic system of state organization, and the in- 
coming state executive was instructed accordinzly. 


now 


Entertainments. 


and Berkeley association 
carried programme of entertain- 
ment without a mishap; indeed, on every hand came 
commendation. While the program provided abund- 
ant hospitality for all, and uot a wearisome hour was 
allowed to creep in, yet so wisely arranged were the 
that not the slightest interruption of the 
business occurred. 


The Oakland, Alameda 


out their elaborate 





festivities 
convention 
Friday and Saturday, May 15 and 16. 


The convention up a grand steamer 
trip upon the bay, the steamer making a circuit ot 


wound with 





both the Atlantic and Pacific fleets, then taking th: 
entire party of over 590 to EI Campo for a picni 
luncheon. 

On Saturday, May 16th, the delegates and _ ladies 
were the guests of the San Francisco Association 
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entertainment and continu- 


held 


its headquarters, where 


ous refreshment service was from 2 p. m. until 
iter midnight. 


That concluded the 


Monday, May 18. 


On Monday the 
session at the 


convention program 


new state executive committee 


held an all-day headquarters of the 





JOHN L. E. FIRMIN, OF SAN FRANCISCO 


Re-elected secretary of the State Association of Master 
Plumbers of California. 


San Francisco 
of operation for the ensuing year, all in conformity 
to the convention’s instructions. 

John L. E. Firmin. 


Association, and mapped out its line 


MISSISSIPPI MASTER PLUMBERS MEET IN 
JACKSON. 

Jackson, Miss.—The Master 

of Mississippi held its third annual meeting in the 

Pythian hall in this city on Monday and Tuesday, May 


Plumbers’ Association 


18 and 19, with an attendance of nearly fifty delegates. 
L. Luderbach, of Jackson, president of the association, 
The 


resulted as 


presided over the deliberations of the convention 


( lection of officers for the ensuing year 


follows: 

President, S. A. Carnes, Laurel. 

Vice-President, Martin Haas, Bilox! 

Secretary and Treasurer, N. Williams, Hattiesburg. 
Delegate to the National Convention in Boston, S. 


\ Laurel. 


A. Carnes, 


Biloxi was chosen as the 


year. 


convention city for next 
An elegant banquet was held at Shurld’s restaurant 
at the close of the convention, at which Acting Gov- 


ernor Manship was one of the principal speakers. 


Association News 


Philadelphia, Pa.—On Friday evening, June 5, the 
sergeant-at-arms of the North East Master Plumbers’ 
Association of this city 1s going to button up his eye- 
lids and 


that evening hold an open meeting, wherefor it has in- 


sheathe his sword, for the association will 
structed him not to question the credentials of any 
master plumber admittance. Some of the 
members intend to talk on subjects of interest to all 


plumbers. 


seeking 


Wilmington, Del.—The Master Plumbers’ Associa- 
tion of this city has appointed James Traynor, Alfred 
Gawthrop, D. J. Harrington, I. N. Eaton, J. J. O’Con- 
nor, William Shellady and Arthur Biddle delegates to 
the national convention in Boston. The master plumb- 
ers have also appointed J. J. O’Connor, Arthur Biddle, 
William E. and Charles Stewart a committee 
to arrange for the proper observance of the 25th an- 
niversary of the association, on October 31, 1908. 


New York, N. Y.—The itinerary of the 
of the York Master Plumbers’ 
just been announced and as outlined 
very interesting and enjoyable trip. route in- 
cludes the Thousand Islands, St. River, 
Quebec, Montreal, Lakes George and Champlain and 
The will be under the personal di- 
rection of J. P. McCann, who has successfully handled 


(graves 


s,oston Club 

Association has 

should 
The 


Lawrence 


New 


prove a 


Saratoga. tour 
the details of such trips on many previous occasions. 
The party will start New York on Sunday, 
July 12, arriving in Boston next morning, where they 
will remain until after the convention. 
ton July 17 for Thousand 


from 

Leaving Bos- 
trip up the St. 
Lawrence to Montreal will be made by daylight, run 
ning all the 


Islands, a 


rapids, with a constant succession of 
Sunday, July 19, will be 
Quebec, returning to Montreal that night. Leaving 
Montreal on the 20th for Plattsburg, and on the 21st 
a daylight trip will be made through Lake Champlain 
and Lake George. That night will be spent at Sara- 


toga, leaving there at 2 p. m., July 22, for New York. 


pleasing views. spent at 


The cost of membership in the club is $75. 


CONVENTION DATES. 


June 4, 1908—Seventh annual convention of the 
New Jersey State Association of Master Plumbers at 
Passaic, N. J. 


June 9 and 10, 1908.—Semi-annual meeting of the 
National Association of Brass Manufacturers, in To- 
ronto, Ontario. 


June 15-18, 1908.—The twentieth annual convention 
of the National Association of Master Steam and Hot 
Water Fitters, in Boston. Headquarters at Hotel 
Brunswick. 


June 24, 1908.—-Joint convention of the Central Sup- 


ply Association Eastern Supply Association 
in Detroit, Mich 


and the 
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July 14, 15 and 16, 1908.—The twenty-sixth annual 

convention of the National Association of Master 

Plumbers, at Boston, Mass. Headquarters at the Len- 


ox hotel. 


July 24 and 25, 1908.—Summer meeting of the Amer- 
ican Society of Heating and Ventilating Engineers, at 
Niagara Falls, N. Y. 


Wholesale Plumbing 


The Blairsville Enameled Ware Company, of Blairs- 
ville, Pa., is building a large plant in that city for the 
manufacture of plumbers’ cast-iron enameled ware. 


Davies Supply Company, of 20 North Clark street, 
Chicago, has just added two new up-to-date showrooms 
to its rapidly growing establishment. 

Federal Light & Supply Company, of Chicago, has 
been incorporated with a capital of $5,000 to deal in 
plumbing and lighting specialties. The incorporators 
are Charles F. Meinhard, Robert Kruecke and Ernst 
Kruecke. 

The American Dittler Sewage Disposal Company, 
of 1123 Broadway, New York City, has moved its en- 
cineering oftice to the Colt building, Paterson, N. J., 
with R. Godeffroy in charge. The New York office 
will be maintained as heretofore. 

The American Brass and Specialty Company, of 
Columbus, O., has been incorporated, with a capital 
of $30,000, to manufacture plumbing specialties. The 
incorporators ate: W. F. Hauser, F. R. Main, O. O. 
Walton, G. A. Radford and W. H. Henry, all of Co- 
lumbus. 

Klenert & Rosenbluth, of New York City, has been 
incorporated with a capital of $12,000 to manufacture 
plumbers’ specialties. The incorporators are Morris 
Krug, of 994 Trinity avenue; William Klenert, of 235 
East 87th street; Isidore Rosenbluth, 1440 Lexington 
avenue, all of New York City. 

Flushovalve Company, of New York City, has been 
incorporated with a capital of $125,000, to manufac- 
The incorperators are: E. 
Ernest D. 


ture plumbing specialties. 


H. Cook, 240 West Twenty-third street; 

Barrett, 45 West Thirty-fourth street, New York 
City; James H. Amedley, 21 Jackson avenue, Long 
Island City, N. Y. 


Chas. W. Badger has opened an attractive office at 
428 Ashland block, Chicago, as manufacturers’ repre- 
sentative for the following concerns: Jas. B. Camp- 
bell Brass Works, of Erie, Pa.; Bay State Brass Com- 
pany, of Haydenville, Mass., and New York City; Cam- 
den Pottery Company, of Camden, N. J., and others. 
Mr. Badger will Ohio, Indiana, Illinois, Mich- 


igan, Wisconsin, Iowa and Missouri. 


cover 


The store and offices of the Richmond branch of the 
Virginia-Carolina Supply Company, of Norfolk and 
Richmond, has been moved from 5 South Twelfth street 
to new and larger quarters at 7 Governor street, where 
space it had in its 
for the dis- 


three times the amount of 


quarters. An 


it has 


former room 


artistic show 
ware is being fitted up in 


Bargamin, manager of this 


modern 
quarters. C. A. 
a gratifying improvement in business 


play of sanitary 
its new 
branch, reports 


section 


in this 
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Detroit, Mich., has been chosen for the joint con- 
vention of the Eastern and Central Supply Associa- 
tions. The Eastern Supply Association will meet 
there on the morning of Wednesday, June 24. The 
Central Supply Association will meet in the same city 
on the same morning. In the afternoon of that day 
a joint meeting of the two associations will be held. 
It is of the greatest importance that all members of 
the Eastern Supply Association shall assemble in De- 
troit on that morning, as questions of greatest im- 
portance to the association will be discussed. Detroit 
is most convenient for both associations and every 
member should avail himself of the opportunity to at- 
tend. Secretary Hanley is very enthusiastic about 
the meeting and is expecting the largest attendance 
in the annals of the association. 


Wholesale Heating 


A petition in bankruptcy has been filed against the 
Humidor Company, manufacturer of moistening de- 
vices, at 101 Beekman street, New York City. 

The Lebanon Heating Company, of Lebanon, Ind., 
has been incorporated with a capital of $75,000. ‘Lhe 
incorporators are Joshua W. Shelby and Demetrius 
Tillotson. 

The American Blower Company, of Detroit, Mich., 
has purchased the foundry formerly operated by the 
Northwestern Foundry and Supply Company in that 
city. 

The Bartlett & Company, of Camden, N. J., has been 
incorporated with a capital of $100,000 to manufacture 
heating plants. The incorporators are Charles T. 
Bartlett, J. Crawford Bartlett and C. Edwin Bartlett. 

The H. W. Johns-Manville Company, of New York 
City, is making preparations for the establishment of 
a new branch at 7/2 Jefferson avenue, Detroit, Mich., 
under the management of Willard K. Bush, who has 
been connected with the Milwaukee branch of the com- 
pany for a number of years. A complete stock of the 
company’s products will be carried at Detroit. 


Steam and Mill Supplies 


The Ideal Machine & Tool Company, of Cincinnati, 
()., has been incorporated with a capital of $10,000. 
Chas. A. Wasner is interested in the enterprise. 


The Wilson Supply Company, of Chicago, has been 
incorporated to deal in machinery. The incorpora- 
tors are: Wm. R. Fetzer, C. Haas and R. Leviton. 

The Empire State Engineering Company, of New 
York City and Rome, N. Y., has gone into the hands 
of a receiver, Chas. Chadwick being appointed to act 
in that capacity. 

James J. Haroid Manufacturing Company, of Brook- 
lyn, N. Y., has been incorporated, with a capital of 
$10,000. to manufacture machinery. The directors are: 
James J. Harold, Emma Harold and Charles W. Har- 
old, of 202 Guernsey street, Brooklyn. 

The Canton Valve and Manufacturing Company, of 
Canton, O., has been organized and incorporated, with 
a capital of $10,900, to manufacture valves and fittings 
is interested in the new ‘enter 


James L. Ammerman 


prise. 

















O. Hummel & Sons, of New York City, has been 
incorporated, with a capital of $10,000, to manutacture 
machinery. The incorporators are H. Leroy Bell, 
Robert D. Geswein and George W. Collins, all of 
59 Wall street, New York. 

The Liberty Mfg. Co., of 6509 Susquehanna street, 
Pittsburg, Pa., has taken over the separator branch 
of the Greenaway Company, of Detroit, and will here- 
after manufacture this separator in Pittsburg under 
the name of the Liberty-Greenaway. 

The Monessen Foundry and Machine Company, of 
Monessen, Pa., has been awarded the contract for fur- 
nishing all of the triple acting non-return valves that 
will be installed in the plant of Armour & Company, 
of Chicago. The contract amounts to about $15,000. 


Metal Market 


New York Metal Market, May 26. 


Coe, Pe GIO vknn60600 000406 080460000K85 $13.00 
Copper, Lake, Arsenical brand.......... $12.85-12.95 
es $12.8214-12.87% 
Cg re 8.75 
DG “coisisusennanseekes TETTTTET CLC TE TT 4.65 
RT <1 0d ci eeeubatenteesh ede adcene been ae aan 4.35 
i i i a 29.05 
Chicago Iron Market, May 27. 
Southern, No. 2 Foundry ..............6.: $15.85-16.35 
Leiee Beperser GRRICORT ccc cccccassesces 20.00-20.50 


Lake Superior Coke Iron, No. 2 Foundry.. 17.25-17.75 


May 27, 1908: 
Foundry iron was the same price as week previous 
same price as the month previous 
$8 less per ton than the year previous 
Copper was the same price as the month previous 
12%4c less a lb. than the year previous 


Boston, Mass.—Exceedingly optimistic is the senti- 
ment in copper circles this week. Not for a long time 
has the copper market shown such improvement as 
This demand for the 
increase in the domestic in- 


developed last week. increased 
metal is the result of an 
quiry and of a much larger foreign demand, mostly 
from Germany, but with some from France and Eng- 
land. The general revival of business also is partly 
responsible for the improved outlook. Consumers 
are known to have a very small supply of the metal 
on hand. The nothing 
under 13 cents. 
anxiety lest a suddenly increased demand should bring 
prices and catch them without 


large are 
Thus the consumers are showing some 


producers selling 


about a sharp raise in 
The 


railroad 


Ling POO ie 


recent successful financing of the 


Pennsylvania has considerable influence in 


the local market, because it promises better business 


conditions for the future. The consensus of opinion 

t present is that there will soon be a rush to buy, 

ith a resultant advance in the quotations. 

Readers of “Domestic Engineering” are urged to ea- 
amine the advertising pages of this paper. Enterprising 
manufacturers and jobbers are showing novelties for plumb- 
ing and heating men. There is no better way to keep 
abreast of the times than by reading our advertising pages. 
In writing advertisers please mention “Domestic Engineer- 


ing.” 
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Personal 


B. W. Robinson, of the Crosby Steam Gauge and 
Valve Co., of Boston, addressed the steam engineers 
of Lowell, Mass., one night last week. He gave a 
most interesting outline of the boiler industry. 

Lewis M. Moore, formerly manager of the Chicago 
office of the Kelly & Jones Company, of Pittsburg, Pa., 
has accepted a position with the Chicago office of the 
Pittsburgh Valve and Fittings Company, of Barberton, 
Ohio. Mr. Moore entered upon his new duties this 
week. 

T. J. Nagle, of the Hays Mig. Co., of Erie, Pa., 
sailed for Europe on Friday, May 29, on the Empress 
of Ireland. He will visit Ireland, England and France 
and it 1s his intention to kiss'the Blarney Stone in 
order to be able to sell more of “the goods that please” 
to his friends in the west after his return. Mr. Nagle 
is accompanied by his wife. 

William D. Hadger, who has been the Pittsburg 
local sales manager of the Asbestine Stone Company, 
of Philadelphia, Pa., for the past year, has severed his 
connection with that concern to accept a position as 
salesman for the Company, of Cleveland. 
He will call on the plumbing trade and architects in 
western Pennsylvania, New York state and the New 
England states, and expects to cover the entire ter 


Norcross 


ritory about once in two months. 

Otto C. Hitchcock, secretary and manager of the 
Hays Mfg. Co., of Erie, Pa., was last week presented 
with a handsome silver loving cup from the employes 
of the company as a testimonial of their esteem and 
appreciation of the fact that it was due largely to his 
efforts that the factory has been working full 
throughout the financial depression. Mr. Hitchcock, 
although taken completely by surprise, was equal to 


time 


words thanked 
the men for their kind wishes and stated that he was 
cognizant of the that it 
due to the good work of the individual workmen that 
the product of the Hays Mfg. 
demand. 


the occasion and in a few well chosen 


fact was in a great measure 


Company was in such 


Plumbing Inspection 
Salem, Ore.—The city council committee on plumb- 
ing is preparing a plumbing ordinance, which will be 
brought betore the next meeting of the city council. 


Freeport, Ill—More than one hundred property 
owners have signed petitions to the city council for 
the appointment of a plumbing inspector, and an 
appropriation for the salary attached to the position. 
The ordinance creating this office was passed by the 
council in April, 1907, but has never been 1n force. 


New York, N. Y.—Notice has been served on every 
registered plumber in Manhattan by 
Murphy that he intends to 
Bureau 


Building Super- 


intendent enforce strictly 
the rules of the 


cast-iron pipes. [is 


ference to 
called to 


the fact that a great quantity of lightweight piping was 


Building with re 


attention was recently 


being used. This is likely to crack and thereby en- 


health of tenants by the escape of 
Master 


Murphy its CO operation, 


danger the sewer 


gas. The Plumbers’ Association has promised 


Superintendent 
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ROM THE 
LAND 


OF TAE 


PILGRIMS | 


Bridgeport, Conn.—J. F. Brady is doing the plumbing 
work on the house of Mary Hellman of this city. 

Hartford, Conn.—Morris S. Fine has moved his 
plumbing shop from 1152 to 1162 Main stret 

Hatfield, Mass.- -Rupert D. Graves has opened a 
plumbing business in the postoffice building. 

Brookline, Mass.—I*rank B. Connor has removed 
his plumbing business to 229 Boylston street. 

Bridgeport, Conn.—A. J. Doherty is doing the plumb- 
ing work on the house of Mrs. A. J. Bridge. 

Bennington, Vt.—\W. H. Nevills has opened a new 
plumbing establishment at 324 School street. 


( 




















Lowell, Mass.—Welch Brothers have the contract 
for installing the heating plant in the Mazdaznan Tem- 
ple. 

Northampton, Mass.—J. P. Ryan has been appointed 
by the selectmen as plumbing inspector of this town 
for the ensuing year. 

Whitefield, N. H.—Mr. Charles Gray is having a 
new and up-to-date plumbing system installed in his 
house by Bisson Bros. 

Sagamore, Mass.—-C. Driscoll will open a new 
plumbing establishment in the big block now being 
constructed in the center of the city. 

Springfield, Mass.—ilawes & Gray have been award- 
ed the contract for the heating of the Kensington 
avenue school. The consideration is $6,295. 


Somerville, Mass.—Edwin L. Dodge, a master plumb 
er, has filed a voluntary bankruptcy petition with lia- 
bilities amounting to $3,589 and assets amounting to 
$393. 

Lynn, Mass.—The plumbers of this city have ac 
cepted a challenge from the Malden, Mass., plumbers 
for a game of base ball, which will probably be played 
on Saturday, June 6. 

Chicopee, Mass.—Charles O’Brien has been appointed 
inspector of plumbing to succeed P. J. Enright, re- 
signed. Mr. O'Brien was at one time employed in 
Chicopee but has recently been located in Springfield, 
Mass. 

Bangor, Me.—The Stewart Heating & Hardware Co. 
has been awarded the contract for installing the 
plumbing in the new chapter house of the University 
of Maine, the contract amounting to several thousands 
of dollars. 

Pawtucket Valley, R. I.—Byron Snell, a master 
plumber and hardware dealer at Main street and Lin- 
coln avenue, Harris, has made an assignment to Her- 
bert M. Clarke, of Arctic, for the benefit of his cred- 


itors. Mr. Snell has been in business nearly a quar- 
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ter of a century, and the business was founded over 
90 years ago by Martin Bradford. 

North Adams, Mass.—George Huey, of Boston, has 
been retained by the committee on erection of the new 
Liberty Street and the High school buildings to make 
plans for a heating system for these two buildings. 
The heating plant will probably be installed under 
After the 
completion of the plans, estimates on the work will be 


called for. A. H. French. 


The Middle States 


Aurora, Ill—Biever & Hermes have secured the 
contract for the heating of the new Y. M. C. A. build- 


ground between the two school houses. 


ing. 

Chicago, Ill.—The Hanley-Casey Company has se- 
cured the contract for the plumbing in the new Y-. 
M. C. A. building in Aurora, III. 

Toronto, O.—Thomas Home has received the con- 
tracts for plumbing a residence and a flat. building. 
He has just completed the plumbing of two residences. 

Caro, Mich.—Phelps & Riley have secured the con- 
tracts for the installation of complete heating sys- 
tems in the Caro school buildings. The contracts 
amount to $5,462. 

Princeton, Ind.—Noble Plumbing and Heating Com- 
pany has been incorporated with a capital of $5,000. 
The incorporators are: Ernest E. Noble, H. F. Noble 
and Clyde E. Noble. 

Laurium, Mich—The Peninsula Plumbing and 
Heating Company has been awarded the contract for 
the installation of heating and plumbing systems in 
the First National Bank at Norway, Mich. 


Steubenville, O.—Charles J. Goode has added a 
large addition to his plumbing establishment and 
equipped a handsome and up-to-date office and show- 
room. Increased business necessitated this change. 


Flint, Mich.—-George L. McQuigg has secured the 
contract for plumbing in the new Stevenson school, 
at his bid of $2,897, and Edwin Sterner Company was 
awarded the contract for heating and ventilating, at 
$7,225. 

Steubenville, O.—John A. Hamilton has secured the 
contract for plumbing and gas fitting in the Church 
and School of the Sacred Heart, of Nixon, Pa. He 
also has the contract for plumbing a church at 
Bellaire, O. 

Dayton, O.—In order that plumbers may have nec- 
essary data without visiting the City Engineer’s office 
to secure information, a general map of all the sani- 
tary sewers of Dayton is being compiled for general 
distribution. The plans will not only show every 
sanitary sewer and its location in the streets with 
reference to the curb, but also the depth at which they 
are laid. Complaint has been made that on account 
of the absence of records which are readily accessible 
plumbers have been handicapped in bidding for work 

Jobbers and Manufacturers of plumbing and heating 
goods are requested to send their catalogues to: Sam 
Wells, Huntington, W. Va., and E. L. Dieman, 116 
South Second street, Cedar Rapids, lowa 
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Notes trom the West 
Sedalia, Mo.—E. M. 


plumbing inspector. 
Lydon, Kan.—Wm. R. 

trom Baldwin to this town. 
Kearney, Neb.—\W. K. 

business to Charles P. 


Bedford, Iowa.—H. A. Tucker has opened a plumb- 
ing establishment on West Main street. 


O’Brien has been appointed 


Sinish has moved his shop 


Ayres has sold his plumbing 
Lucas. 


Bisbee, Ariz.—The Modern Plumbing Company has 
‘ust started in business in the Johnson building. 

St. Louis, Mo.—The Murphy Plumbing Co., of 3567 
Lindell Blvd., would like to receive catalogues from 
the trade. 

Denver, 
Fenske has moved from 
Nineteenth street. 

Sioux City, Iowa.—A. H. 
the contract for the plumbing in W. B. Hedden’s rest 
dence at 103 Kansas street. 

St. Louis, Mo.—John J. McCue has secured the con- 
tract for the plumbing in six store buildings that are 


Colo.—The plumbing firm of Saaler & 
1855 Welton street to 606 
awarded 


srown has been 


being erected by Mr. Gossom. 


St. Louis, Mo.—T. C. Delaney has opened a plumb- 
ing shop at 4516 St. Ferdinand avenue and would like 


to receive catalogues from manufacturers of closet 
tanks and seats, etc. 
Sulphur Springs, Ark.—Plans have been prepared 


for the erection of a fifty-room commercial hotel for 
Mrs. Beem. The plans call for a steam heating sys- 
tem and twenty bathrooms. 

Keokuk, Iowa.—Joke Spring,.formerly in the plumb- 
ing business here, has decided to re-enter the business. 
He has secured a location at 619 Main street and in- 
stalled a complete new stock of up-to-date goods. 


St. Louis, Mo.—Thos. J. 
pleted the roughing-in on the 240-room Maryland ho- 
tel, 120 with bath, and expects to start finishing by 
June 1, as the hotel should be opened by August 1. 


Sheehan has about com- 


Washington, Iowa.—The Wilson Heating & Plumb- 
ing Company, of this city, has been awarded the con 
tract for the plumbing and heating of the new school 
erected at Keota, la., this 


building which is to be 


summer. 

St. Louis, Mo.—Gloeckner & Melville have secured 
the contract for plumbing the $70,000 residence that 
W. S. Guy is having erected at 44 Portland place. The 
same firm is finishing a $5,000 contract at Arcadia, Mo., 


for R. D. 
Oklahoma City, Okla.—Taylor Bros. is the style of 


new plumbing and heating establishment which has 
been opened in the Security building, corner Main and 
The firm is composed of Jas. Taylor 


Lewis. 


tlarvey streets. 
nd F. W. Taylor. 


Pawhuska, Okla.—F. A. Hazen, A. Cerney and C. M. 
Robinson have purchased the business of the Pawhuska 
Plumbing Company, which was owned by Duncan 


Bros. The new owners have added an electrical de- 
partment to the business and changed its name to the 


Pawhuska Plumbing and Electrical Company. 
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Pennsylvania 
Philadelphia, Pa.—W. W. Savage & Co. have opened 


up a plumbing establishment at 1523 Indiana avenue. 


Philadelphia, Pa.—\W. Morrison has started a plumb- 


ing and heating business at /01 South Fifty-first 
street. 

Mars, Pa.—The contracts for five new residences 
that are being built here have been awarded to the 


Mars Plumbing and Heating Company. 

Pittsburg, Pa.—The contract for the hot water heat- 
ing system in Edward Groetzinger’s new $18,000 resi- 
Maginn & Co. 
Pittsburg, Pa.—The contract for the plumbing sys- 
addition to Mrs. Thomas’s residence 


awarded to the W. N, 


dence has been awarded to P. F. 


tem in the new 
on the 


Sauer Company. 


north side, has been 
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Master Plumbers’ con- 


Delegates to the Pennsylvania 
vention at Pottsville on a tour of inspection of a breaker 
Geo. Wallace 


at the colliery. Photograph by our Mr 


Smith. 


francis 


Philadelphia, Pa. McLaughlin, for 


years with Henry McCarthy Co., of 246 South Fortieth 


many 


street, has established himself in the plumbing and 


heating business at 4038 Locust street 
Sellersville, Pa.—Allen F. 


contract for the plumbing and hot water heating in the 
Schel 


Boorst has secured the 


new residence being erected for Mrs. Catherin: 
lenberger, the plumbing and heating in the 
Allen Leister, and the plumbing 1n the home 
Hansom. 


new resi 


dence of 

Philadelphia, Pa.—Steven A. Hansbury, of the firm 
of Bamford & tansbury, Tacony, has opened a plumb- 
ing and heating establishment at Howell and Ditman 
streets, Wissanoming, in this city. 
of 3507 Longshore street, Tacony, will continue the 


Herman Bamford, 


business formerly conducted under the firm name of 


Bamford & Hansbury. 
Connellsville, Pa.—L. H. 

pleton have formed a partnership and will engage in 

300 Witter av- 


Fitzmeier and Roy Tem- 


the plumbing and heating business at 
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enue, under the firm style of Fitzmeier & Templeton. 
Mr. Fitzmeier was for many years the head of the 
plumbing firm of Fitzmeier & Company, from which 
concern he retired a short time ago. 

Allegheny, Pa.—Ira A. Mann, of 17 West Parkway, 
has been awarded the following contracts: Plumbing 
John Keppie’s residence on Terrace street; remodel- 
ing plumbing and installing new fixtures in E. C. 
Frey’s residence on Graham street; plumbing and gas 
fitting in the Mercantile building on Grant and Sixth 
avenue; plumbing, sewering and gas fitting in No. 10 
Police station on Hazelwood avenue. 


The Great Northwest 


Green Bay, Wis.—Edward Garot has been appcirted 
plumbing inspector to succeed George F. Reeke. 

Plymouth, Wis.—F. Sanders & Company is the style 
of a new plumbing firm which has just started in busi- 
ness here. 

Winona, Minn.—J. Sherman & Sons, of this city, 
have secured the contract for the heating of the new 
Parochial school at Heron Lake, Minn. 

Marinette, Wis.—C. H. Norton has secured the con- 
tract for the plumbing and heating of the new govern- 
ment building to be erected here. The consideration is 
over $7,000. 

Mankato, Minn.—McLaurin & Northrop have se- 
cured the contract for the plumbing and heating of 
the new residence of Franklin Barnes, at Vernon 
Center. 


Eugene, Ore.—Claude Gaby has opened a plumbing 
establishment on West Eighth street and secured the 
contract for the plumbing in C. S. Freeland’s new 
apartment building. 

Duluth, Minn.—The Sanitary Construction and Heat- 
ing Company has been incorporated, with a capital of 
$50,000. The incorporators are George McGurrin, W. 
FE. McGurrin and J. L. Smith. 

Superior, Wis.—The American Heating Company 
has been awarded the contract for the heating, ventil- 


ating and plumbing in the new laundry and power- 


house at the county asylum. 

Owatonna, Minn.—Lawrence A. Schoen has sold his 
interest in the plumbing firm of Schoen & Herold, 
and the business will in the future be conducted by 
C. G. Herold under his own name. 


Milwaukee, Wis.—The heating contract for the $50,- 
000 addition to the 15th District school No. 2 has been 
awarded to the W. A. Bowers Heating Co. The plumb- 
ing and gas fitting contract was secured by P. F. Ken- 
ney. 


Tacoma, Wash.—The partnership of the Dube & 
Kintz Plumbing Company, of 1552 South D street, 
has been dissolved. Mr. Dube will continue the bus- 
iness at the old stand under the name of the Ed. Dube 
Plumbing Company. 


Miles City, Mont.—Miles & Ulmer have sold their 
plumbing establishment and stock on East Main street 
to B. J. Brasen, who will move his present stock to 
that locality and continue to conduct a plumbing and 
heating establishment. 


Contemplated Work 


Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m. July 6, 1908, for the construction, 
complete, of the U. S. postoffice at Marietta, Georgia, 
in accordance with the drawings and specifications. 

Washington, D. C.—-Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m. June 25, 1908, for the construction, 
complete, of the U. S. postoffice, at Greenville, Texas, 
in accordance with the drawings and specifications. 

Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m. June 24, 1908, for the construction, 
complete, of the U. S. postoffice at Fayetteville, Ar- 
kansas, in accordance with the drawings and speci- 
fications. 

Washington, D. C.—Sealed proposals will be received 
at the office of the Supervising Architect until 3 o’clock 
p. m.. June 16,- 1908, for installation of plumbing, gas 
piping, etc., in extension to U. S. postoffice and court 
house, Fort Worth, Texas, in accordance with draw- 
ings and specifications. 

Washington, D. C.—Sealed proposals will be received 
at the office of the Supervising Architect until 3 
o’clock p. m., June 29, 1908, for the construction (in- 
cluding plumbing, gas piping, heating apparatus, elec- 
tric conduits and wiring) of the United States post- 
office at Sumter, South Carolina, in accordance with 
drawings and specification. | 

Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m.. June 30, 1908, for the construction 
(including plumbing, gas piping, heating apparatus, 
electric conduits and wiring) of the U. S. postoffice 
at Meadville, Pennsylvania, in accordance with draw- 
ings and specifications. 


Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m., July 2, 1908, for the construction (in- 
cluding plumbing, gas piping, heating apparatus, elec- 
tric conduits and wiring) of the United States post- 
office at Columbia, Tenn., in accordance with draw- 
ings and specification. 

Washington, D. C.—Sealed proposals will be re. 
ceived at the office of the Supervising Architect, until 
3 o’clock p. m., June 22, 1908, and then opened for the 
construction (including plumbing, gas piping, heating 
apparatus, electric conduits and wiring), of the U. S. 
Post Office at Provo, Utah, in accordance with draw- 
ings and specification, copies of which may be obtained 
from the custodian of site at Provo, Utah, or at the 
Supervising Architect’s office in this city. 


Public Comfort Stations 

Chicago, Ill—The United Associations’ Committee 
of the City of Chicago on Public Comfort Stations has 
scored again, the city council having accepted the 
plans prepared by Holabird & Roche for the construc- 
tion of an underground public comfort station for men 
and women at the southwest corner of the new city 
hall. It is expected that this new station will be 
placed in operation within two years. 
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: quarters in Columbus boarded the train with me at 
Labor Field Springfheld. As he stepped into the car he remarked 


La Crosse, Wis.—The journeyman plumbers of to a friend that he only had his ticket to Columbus 
this place have gone on a strike because the master and 30 cents. While the words were still on his lps 
plumbers refused to grant a number of demands made _ I noticed his friend reach into the vest pocket of the 


by them. Some oi these demands were that no ap- lead salesman and remove the railroad ticket. ‘The 
prentices be allowed in the shops; that the wages of friend then winked broadly to the rest of us and we 
all journeymen be fixed at $4 a day, and that appren- four took a double seat in the middle of the car. No 
tices should be allowed to join the union after six sooner had the salesman settled himself in his seat 
months’ work in shops. than he reached into his pocket and discovered that 


Brockton, Mass—The big steam fitters’ strike in his ticket was gone. He was in despair. When he 
this city during the past six weeks has been settled, W45 properly agitated, the friend who had taken the 
local arbitration being agreed upon, and the men ticket said, “Here, old man, there is no use walking. 
agreeing to return to work until a final settlement is YOu just get down on your hands and knees and we 
made. The Master Plumbers and Steam Fitters’ As- Will spread a cover over you and pretend to play 
sociation committee, consisting of J. Holland, T. F, cards until the danger is past.” The salesman was too 
Kinney and John E. Powers, met a committee from far gone to make any protest and immediately as- 
the union and talked the matter over. The Corcoran Sumed a semi-recumbent position between the knees 
Plumbing & Heating Co., which recently withdrew of his friends. Presently the conductor came along 
from the Master Plumbers’ Association, was also com- 2nd one of the party handed up his ticket. Then an 
municated with. Only one firm has so far refused to Other did the same and at last the friend who had re 
accept the proposition. The union struck for 50 cents lieved the Columbus man of the ticket, pushed two 
increase in wages per day. pasteboard slips at the railroad man. “What 1s the 

other one for?” he inquired. “Oh, replied the friend, 


setae the second ticket is for our friend kneeling here be- 
Ralph Willis’ Latest. tween us.” “What is he kneeling there for?” asked the 





sé 


Did you ever hear Ralph Willis, of Springfield, O., conductor rather curiously. “He always travels that 
tell one of his jokes? If you haven’t, you don’t know way,” answered the friend, while the victim arose from 
what you have missed. He is one of the greatest his undignified position, and threatened to smite his 
jokers in the plumbing business in that part of the  persecutors both hip and thigh. 


country. This is his latest: “Coming to Cincinnati The above is all right, Ralph, but on Walter Pine’s 
from Springfield,” said Ralph P. Willis, “I witnessed next visit to Springfield you will have to make good 
a funny incident. A lead man who makes his head- with him, or there will certainly be something doing. 

















LBIDIATORS; 


Another Advantage 


In an ordinary Heating job if you are installing a Capitol Boiler. 
Notice: 

That with the ordinary residence size sectional Capitol Boiler one man alone 
can carry all the sections and lift them to place on the Boiler. 

A fitter and a helper can erect any ordinary size Capitol Boiler. You know 
this means a direct saving of the wages of one man. 

Here is genuine economy without sacrificing profits. 

It’s the little things that count in these days of close competition, and there are 
quite a number of these simple economies connected with Capitol Boilers which 
must appeal to the dealer. 

Vrite for our Cat: log and further detailed information on the advantages en- 
joved by the dealer who handles Capitol Boilers and Radiators. 


United States fleater Company. 


General Offices and Works: Fort 8t. and Campbell Ave., DETROIT, MICH. 


BRANCHES: SALES AGENCIES: 

NEW YORK, 129 Worth Street. ST. LOUIS, MO., L. M. Rumsey Mfg. Co. 

CHICAGO, 34 Dearborn Street DENVER, COLO., Kellogg & Stokes Stove Co. 
goatee MINNEAPOLIS, MINN., Plumbing & 8S. F. Supplies Co. 


KANSAS CITY, MO., 120 W. Eleventh Street. 10 2eoL1K AND RICHMOND, VA., Virginia-Carolina 
OMAHA, NEB., 916 Farnum Street Supply Co. 
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Editorial 


Concluded from page 20! 


reached in the introduction of a two-coat “Competi 


tion’ tub, so inferior in quality that the manufacturer 
“you buy at your own risk,” and de- 


This, and 


frankly declares, 
clines to give a guarantee of any character. 
actions such as here indicated, simply compel others, 
even against their desire and judgment, to produce a 
competition tub that will meet the new condition. The 
whole trend is downward. It is destructive of quality, 
a demoralizing force to every market, and makes the 
broadest field possible for acts of substitution... The 
class “A” tub stands to this day, the representative of 
the highest type of the product, while the class “B” 
tub is now a nondescript, being neither the poorest 
tub made, nor yet as inferior as the low down grade of 
“Competition” tub now disturbing the market; neither 
does it attain to the excellence of the product of the 
tub. The “Competition” tub has 
ceased to be representative of the second grade of the 


best “Competition” 


manufactured product, for it now runs the gamut from 
the lowest quality produced, up near to the perfection 
of the class “A,” and affords thereby unlimited oppor- 
tunity for substitution. You are not teqtitet te’ mis- 
represent the ware, for whether it be good, bad or in 
different, it still the “Competition” tub, a 
nightmare to the manufacturer, demoralizing to the 
jobber, a terror to the thorough plumber, and a costly 
delusion to the consumer. 
*K ” * 


remains 


Is the manufacturer producing what should be, and 
originally was, the three representative grades? Is the 
iobber who distribuies Ue commodity, the plumber who 
installs it and the consumer who pays for these goods 
entitled to no protection? Has it reached a point where 
are to be fostered at the expense of 
to be 
is now being made for the establishment of “model” 


the unscrupulous 


the upright? Is it wondered at that a demand 


qualities? 
* * * 
There is great need for “model” qualities in enam- 


eled tubs, lavatories and small ware, and even greater 


need for a “guarantee” and “identification” that will be 
significant and preclude substitution and other evil 
practices. It is even more essential than in the case 


of soil pipe, for the scales will tell you whether you 
are getting fifty or sixty-five pound pipe, while in this 
product, like tank linings, there is, to the uninitiated, 
little to the true quality of the 
product placed on the market. 


indicate value and 


x * * 


To continue the present practice simply means a fur- 
ther demoralization of the market for the commodity; 
it means the further depreciation of quality, if such a 
thing remain possible; it means steadily declining values 
in price as well as quality; it means the depreciation of 
stock in hand on the introduction of the inferior com- 
petitive article; it means handling the product without 
return. Based on experience and knowledge, make 
whatever model you may to represent the trade idea of 
quality, and it will do more to bring about more stable 
conditions and fairer commercial transactions than the 
trade has enjoyed in many years. 


a | 
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Modern Steam Heating I|lustrated 
Continued from page 202 

horizontal run between floor and ceiling, or by a 
‘‘ooose-neck”’ in a similar position, in which latter 
case the direct alignment of the drop is preserved. 
Expansion of the attic main is provided for in the 
manner in which the drops are connected. It will 
be noticed that this is not by means of a “tee” 
only, but rather by a “tee,” a horizontal run and 
then an elbow into the drop proper. The hori- 
zontal run is usually made from 3’ to 6’ long. This 
requires that the attic mains be run from 3’ to 6’ 
in from the outer walls of the attic. This same ar- 
rangement would work excellently in the basement, 
except that here room is more valuable, and the 
mains are nearly alwavs run around the walls, di- 
rectly under the drops, and these are connected, not 
directly, as shown, but with a horizontal offset par- 
alleling the main for some three or four feet. 

As shown in the plate, the main riser should be 
drained, especially if there is a horizontal run in 
this main. In other particulars, as boiler position 
and fittings, air valves, line valves, radiator posi- 
tions, etc., this system may bear the suggestions giv- 
en in previous articles. 

To be continued, All of 


rights republication reserved. 





Office Building Engineering 
Continued from page 205) 
furnish larger pipes than for the same amount of 
space devoted to offices. Then we must be sure to 
supply ample sewerage to carry off the great quan- 
The use of grease 
traps on these waste pipes is needed to protect the 
system against stoppage by chilled grease. Some 
cities require this by ordinance. Ridiculously small 
affairs have been put in for the purpose and have 
failed. The trap is simply a vessel into which the 
waste pipe delivers and from which another pipe 
carries away the water ; around the vessel is a jacket 
through which flows the cold water supply to some 
freely used fixture; the idea being to chill the con- 
tents of the vessel by the cold circulation through 
the jacket, the chilled grease collecting on the top, 
is skimmed after taking off the cover. 


tity of waste water developed. 


whence it 
A drip opening for draining the jacket in freezing 
weather should always be provided. Some grease 
traps are provided with a flushing attachment; for 
the best work this should be supplied with hot water. 
Grease traps are usually about fifteen inches in 
diameter and one foot high; they are made with 
one and a half and two inch waste connections. 
\Where the lunch room is small enough to have much 

















DOMESTIC ENGINEERING 219 


of the food cooked outside, the mechanical equip- 
ment may consist of the coffee urns and the carving 
stand plus dish washing facilities and such fans as 
raay be needed for ventilation. 


To be continued. All rights of republication reserved. 





Trade Literature Received This Week 


From Electric Heat Regulator Company, Phoenix 
Block, Minneapolis, Minn.: Wallhanger, illustrating 
and describing the Minneapolis heat regulator, 9x12 
inches, printed in two colors. 


From Modern Iron Works, Quincy, IIl., catalogue 
of service boxes for water and gas. Includes full de- 
scription and illustration of “Quin-See” service or stop 
cock box and a combination shut off rod and key. The 
“Ellis” pipe cutters and “I. & L.” flush tank meters 
are also listed. Size 6x9 inches, 16 pp., bound in stiff 
violet paper covers, embellished with gold lettering 
and border. 

From Yeomans Bros., 1141 Monadnock Bldg., Chi- 
cago: Catalogue R, 1908 edition, illustrating and de- 
scribing the extensive line of pumping machinery 
manufactured by this firm, including the Yeomans 
patent Duplex electric sewage ejector, Yeomans au- 
tomatic electric bilge pumps, Yeomans special elec- 
tric house pumps and a large line of high-grade pump- 
ing apparatus for every variety of service. The cata- 
logue is profusely illustrated, containing over eighty 
high-grade half-tone engravings illustrating all the 
standard equipments, manufactured by the firm. Yeo- 
mans Bros. are, by the way, prepared to furnish pumps 
for every known condition involving special designs, 
so it is quite safe to say that- they cover their large 
field completely and thoroughly, and every part of 
their machinery is fully guaranteed against defects of 
workmanship or material. A partial list of buildings 
in which the Yeomans apparatus are installed is in- 
cluded in this catalogue, showing that they are in use 
in many of the largest buildings in all parts of the 
country. The catalogue is printed in two colors on 
highly glazed paper, 6x9 inches, 56 pages, bound in 
Copenhagen blue deckle-edge cover, with a hand- 
somely engraved title design in white. 

From The American Radiator Co., Chicago. Cata- 
log of the “Vento Cast-Iron Hot-Blast Heater,” 10% 
inches by 8 inches; 48 pages; heavy plate paper; beau- 
tifully illustrated with half-tone engravings. This 
catalog is the announcement to the trade of the new 
cast-iron hot-blast “Vento” heater, which is intended 
by the manufacturers to supplant the use of wrought 
iron pipe coils with cast-iron bases. The catalog is a 
particularly interesting one, as it sets forth in an 
unusually clear fashion the investment value of the 
cast-iron heater as compared with the wrought iron, 
and a number of points of comparative value are very 
clearly explained under the headings of: “Greater 
Efficiency;” “Saving of Labor;” “Far Less Parts;” 
“Many Less Joints;” “Easier Installation;” “Less 
Space Occupied;” “More Elastic,” and “Greater Dura- 
bility.” The method of installing and assembling the 
heater is very fully illustrated and tables of efficiency, 
temperature, condensation, etc, are given. In the 


’ 


are published 
headings: “Properties of Air;” 
By Air;” “Relative Humidity of 
Density of Air at Various 
“Pressure in Ounces, per Square 
“Pressure in Water;” “Velocity 
Horse-power Re- 


back ot the catalog some useful tables 
with the 
“Moisture 


following 
Abs« irbed 
“Volume 
Temperatures;” 
Inch;” 


the Air;” and 
Inches of 
Volume Discharged, and 
quired When Air Under a Given Pressure in Ounces 
per Square Inch is Alliowed to Escape Into the At- 
mosphere;” “Volume of Air Necessary for Standard 
of Purity;’ “Theoretical Horse-power Required to 
Move a Given Volume of Air at 70 Degrees Fahr. at 
a Given Velocity;” “Equalization of Pipe Diameters;” 
Free Area Through Registers;” “Relative Weights of 
Water and Air:” “Steam Pipes Heated Body of Cast- 
Iron:” “Hot Water Pipes, Heated Body of Cast- 
Iron;” “Properties of Saturated Steam;” taken from 
“Notes on Heating & Ventilation,” by John R. Allen, 
“Pressure of Water for Each Foot in Height;” Siphon 
Pressure Draft-Gauge;” “Data Relating to Ventila- 
tion;” “Temperature of Steam in Boiler and Pressure 
per Square Inch;” “Units of Heat Required of Heat- 
ing Surface;:” “Weights of Galvanized Pipe per Lineal 
Foot.” The catalog is very helpfully indexed. Sent 
upon application, mentioning “Domestic Engineering.” 


Created, 


Patents 
887,798. Slide-Valve. John Hargreaves, Wilkes- 
Barre, Pa. 
887,850. Water-Closet. Charles H. Rollins, Water- 


Edgar W. An- 


town, Mass., assignor of one-half to 
thony, Brookline, Mass. 












































887,417. Damper-Regulator. Doctor F. Morgan, 
Chicago, III. 
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887,949. Thermostat. Christian J. Letzing, Boston, 
Mass. 
888,110. Water-Heater. George W. Morris, Racine, 
Wis. 
888,178. Water-Gage. Charles A. Kenney, Tren- 
ton, N. J. 
888,413. Heat-Radiator. Samuel D. Woods and 


Victor W. Sipes, Connelisville, Pa.; said Sipes assignor 
of one-half of his right to John Y. Woods and one- 
half of his right to Alexander H. Coughanour, Con- 
nelisville, Pa. 
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Published each Saturday by “Domes- 





tic Engineering” (Incorporated). 
Office of publication, 49-53 North 
Jefferson street, Chicago. Tele- 
phone, Main 3254. 





Advertising Rates: The rates for 
advertising will be forwarded upon 
application. The publisher reserves 
the right to reject advertising mat- 
ter of an objectionable nature. 

Copy and cuts for advertisements 
should be received by the last day 
of the week preceding publication. 
We cannot guarantee insertion or 
changes in advertisements if § re- 
ceived later. 





Terms of Subscription: To sub- 
scribers in the United States, $1.00 
a year. 

To subscribers in Canada and 
foreign countries within the postal 
unfon, $2.00 a vear. 

Single copies of current issues, 5 
cents; copies of back numbers, 
cents each. 

Subscriptions are payable in ad- 
vance, the regulations of the Post 
Master General forbidding the ex- 
tension of credit for subscriptions. 


May 30, 1908 





CLASSIFIED ADVERTISEMENTS 


The rate of advertising under this 
heading is 10 cents a lime an in- 
sertion. The average advertisement 
runs six words to a line. To insure 
insertion in this column copy should 
be received not later than Wednes- 
day afternoon, 











“Help Wanted. 


WANTE D—FIR ST CLASS | SALES- 

man for general line of plumbing 
goods, heating material and well 
supplies. Address No. 888, “Domes- 
tic E E ingineering,” Chicago. 


WANTED — AN EXPERIENCED 

plumber for new work; year’s 
steady work: open shop; no strike. 
Hot Springs Plbg. & Mach. Co., Hot 


Springs, Ark. 


WANTED — MANAGER FOR 

plumbing supply house, located in 
prosperous southern city, who would 
invest $2,500 to $3,000. Address No. 
879, “Domestic Engineering,” Chi- 
cago. 


WANTED—EXPERIENCED SALES- 

man acquainted with the plumbing 
trade in the City of Chicago and 
throughout the west to handle a 
well-known line of closet combina- 
tions in connection with affiliated 
lines, on commission basis. Address 
No. 883, ‘‘Domestic Engineering,” 
a 


ee ey 








Wanted. 





Situations 





MAN WITH LARGE ACQUAINT- 
ance with trade in Chicago wants 
salesmanship for boilers, radiators, 
steam and plumbing supplies on a 
commission basis. Address No. 890, 
“Domestic Engineering,” Chicago. 


CONSULTING. HEATING, VENTI- 
lating and power engineer desires 
position as salesman; experienced; 
technical graduate: well versed in 
lumbing and machinery. Address 
Fisher, 408 E. 43d St., Plat H., 
Chicago. 


CHIEF ENGINEER OF LARGE 

consulting, heating and ventilat- 
ing company wants position as su- 
perintendent or manager of con- 
tracting business; good estimator, 
practical; technical graduate; un- 
derstands plumbing. Address D. A, 
O., 5401 Calumet Ave., Chicago. 














WANTED—POSITION AS TRAVEL- 

ing salesman with a Chicago man- 
ufacturer or jobber of plumbing or 
steam supplies, by a young man ex- 
perienced in both lines; at present 
covering Ohio and West Va.; best 
of references furnished; good rea- 
sons for desiring change. No. 887, 
“Domestic vametcantienell Chicago. 





‘Fer Sale, 


FOR SALE—PIPE THREADING 
machine; cuts from 1” to 6’; 
Columbus Machine Co. make; coun- 
ter shaft and hangers; $125; good 
field, 0." Mitchell Bros., Spring- 
e 


FOR SALE—PLUMBING SHOP “AND 

supplies on Main St.; doing good 
business; waterworks system in- 
stalled in 1907; good opening for a 
good plumber; building, 2-story, 
16x32; lot, 32x90. Address T. T. Bar- 
rington, West Branch, Ia. 


FOR SALE—IN GOOD, LIVE MFG. 
city in Wisconsin, a plumbing 
business that has coined money for 
owner; want to retire, not on ac- 
count of “age, health or going 
west,” but because I have made 
good and want to rest; business 
will stand investigation and prove 
. K. to a live, sober man that can 
hustle. ‘I will guarantee success. 
Address No. 891, “Domestic Engi- 
neering,’ Chicago. 








Agencies | Wanted. ores 
WANTED — PLUMBERS’ BRASS 

goods to handle as side line in 
Chicago and vicinity. Address No. 


889, “Domestic Engineering,” Chi- 
cago. ‘ 


MANUFACTURERS’ AGENT IN 

New York city can take on sev- 
eral new lines of plumbing and 
heating specialties. Can carry 
small stock, For further particulars 
address No. 869, “Domestic Engi- 
neering,” Chicago. 














- ‘Misssiianceus. 


WANTED—PLUMBERS TO MAKE 

and sell to shop men, Crosby’s 
Grime Soap, guaranteed to instantly 
remove grime and paint without 
gasoline; money refunded if not 
perfectly pleased; complete instruc- 
tions, 50c. Crosby Heating Co., Eau 
Claire, Wis. 


THE L. T. - FOREMAN PATENT 
Swinging Hose Bracket Co., Inc., 
317 S. 12th St., Omaha, Neb.., are 
granting license to manufacture our 
substitute for rubber hose, for 
steam, air or water, used in all in- 
dustries. Why not control the rub- 
ber hose trade in your territory? 











Plumbing Schools. 


EARN $5 A DAY—LEARN TO BE 
a plumber in from 4 to 6 months 
on easy payments. For particulars 





address Master Plumbers’ Trade 
ee. 3402 Lindell Ave., St. Louis, 
Oo. 





PLUMBING SCHOOL—WE TEACH 

you in a few months that which 
requires years by the apprentice- 
ship method, Free catalog and full 
information. Plumbing School, Min- 
neapolis, Minn. 


BUYERS’ READY REFERENCE 





Expansion Bolts. 





STAR EXPANSION BOLT CO., 147- 

149 Cedar S8t., New York City. 
Manufacturers of Expansion Bolts in 
Iron, Brass and Lead. Star Screw 
Anchors (Lead) are indispensable to 
Plumbers. 





Couplings. 





SELL YOUR SURPLUS COUPLINGS 

and fittings. We buy. Write us. 
A. & J. Mfg. Co., 26 W. Randolph 
St., Chicago. 





Pipe, Cast Iron. 


CHAS. MILLAR & SON CO., UTICA, 

N. Y. Superior quality Cast Iron 
Gas and Water Pipe, Cast Iron Soil 
Pipe and Fittings, Cast Iron 
Screwed Fittings. 








Gas Fixtures. 





E. BAGGOT CoO., 45-47 EAST LAKB 
St., Chicago, Ill. Makers of Gas 
Fixtures and Fittings. 





Lighting Fixtures.—Gas only, and 
Combination Gas and Electric. Send 
for Catalogue showing complete line 
at prices you have never before 
seen quoted. Large stock, ready for 
immediate shipment. American 
Brass & Glass Co., 19 La Salle S8t., 

icago. 





Traps, Steam, 





THE ALBANY STEAM TRAP CoO., 


Albany, N. Y. Improved Return 
Steam Traps. Practica bility and ef- 
ficiency. 





Water Closets. 


K. V. A. CLOSET TANKS AND 

Seats. None better made. Knott- 
hh Arnam Mfg. Co., Fort Wayne, 
nd. 


THE R. C. McCLURE Co., SYRA- 

cuse, N. Y. Mfrs. of the very high- 
est grade of Water Closets. Send 
for booklet. 














BOOKS. 


Fifty Plumbing Charts.—A Layout 
of fifty Jobs, opty | sizes of all 
piping, Roughing-in Details for all 
Fixtures, ete, An awfully handy 
Reference—when in doubt—for the 
small sum of 25 cents, postpaid, de- 
livered. “Domestic Engineering,” 
Chicago. 














Sanitation in the Modern Home. 
—A suggestive guide in designing 
and building a residence providing 
a healthful, comfortable and con- 
venient home. Every plumbing and 
heating contractor should have this 
book in his library both for his own 
use and as a reference book for his 
patrons, as its judicious use will in 
many cases convince a customer of 
the advisability of installing high- 
grade plumbing and heating sys- 
tems in new residences. 272 pages, 


8x5% inches; substantially bound. 
Price, $2.00 “Domestic Engineer- 
ing,” Chicago. 














Adjustable Radiator Foot Rest 


Can be used for bath tubs and other fixtures. 


The Jennison Company, 


Time saved on each job pays for them. 
Your loss if you don” know it 


Fitchburg, Mass. 
Sold by Jobbers 
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BOOKS. 


Notes on Heating and Ventila- 
tien.—-An invaluable Course of Sug- 
mee es for the Steamfitter who un- 

erstands the Simpler Forms of 
Construction and Operation of Heat- 
ing Systems, but who is striving to 
complete his Knowledge of the Busi- 
ness. By John R. Allen, Professor 
Mechanical Engineering, University 
of Michigan. wo hundred pages. 
Cloth bound. Price, $2, delivered. 
“Domestic Engineering,” Chicago. 








Swimming Pools.—Their construc- 
tion, cold and hot water supply; 
various methods of heating water; 
directions as to selecting correct 
sizes of heaters. A complete guide, 
containing the latest information on 





the subject. By Jno. K. Allen, As- 
sociate Member of American So- 
ciety of Heating and Ventilating 
Engineers, Editor of “Domestic En- 
gineering.” Over 30 illustrations. 
Bound in cloth. Price, 50 cents, 
postage paid. “Domestic Engineer- 
ing,” Chicago. 





A Guide To ge Plambing.— 
By Jno. K. Allen, ember of the 
American a of Inspectors of 
Plumbine and Sanitary ngineers. 
A compiete treatise showing the 
necessity of testing new and old 
work; containing a full description 
of the different methods of testing 
drainage, plumbing and gas pipin 
systems. 17 illustrations. Postpaid, 
25 cents, delivered. “Domestic En- 
gineering,” Chicago. 





Air Valves for Steam Heating 
Systems.—Written by W. H. Wake- 
man, an expert steam engineer. 
Shows to advantage how to use, why 
to use and where to use air valves. 
Paper bound, 7%x5% inches; 20 
illustrations; ostpaid, 25 cents. 
“Domestic Engineering,” Chicago. 





Plumbing Catechism.—This book 
formulates, in question and answer 
form, the basic principles of plumb- 
ing design and practice. It is there- 
fore especially commended to stu- 
dents in engineering and trade 
schools, and to master and journey- 
man plumbers, preparing for exam- 
inations. Bound in cloth; 64x4% 
inches; 100pp.; postpaid, $1.00. “Do- 
mestic Engineering,” Chicago. 
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SANITARY 





© EARTHEN- 


WARE 


CAMERON, WEST VIRGINIA 





$5.50 net 


Order one 
for trial 


Charles Perkes 


ESTATE 


Manufacturers and Dealers in 


Plumbing Supplies 


627-629 Arch St. 
PHILADELPHIA, PA. 


Established 1856 





THE PERKES 
FORCE PUMP 















The“HOOSIER’ 


Enameled Iron Low Down Combination 


Enameled;lnside 
and Out 


The Kind 
that 
Makes 
Satisfied 
Customers 





Prompt Delivery 
Guaranteed 


Write for Prices Today 


INDIANA SUPPLY CO. 


Capitol Ave. and Market St., 


INDIANAPOLIS, IND, 
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The star (*) indicates that the advertisement is inserted every other week; the dagger (+) once a month 
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High Grade 7 AULTLES ¥ High Grade 


< 


Stops and Stop and Waste Cocks 


RED METAL 
GROUND KEY 









Reversible 
Right or Left Hand. Made Flat 
Way or Round Way 


These Cocks are as heavy as any on 
the market. Have Ground Hexagons and 
are positively high grade in every respect. 


Cap Stop and Waste Cock. 


ASK YOUR JOBBER FOR PRICES 


J. J. RYAN & GO., GHIGAGO, ILL. 

















For all polished pipe work you 
- need a Warnock Wrench 


The Warnock fits any and every pipe 
and never jerks or never slips. 


Ask Your Jobber 








Warnock Mfg. Company 


Worcester, Mass. 





It means better work—its cost is little 














Mr. Plumber:— 


You can increase your business by selling “Chiragn” 
CLOTHES DRYERS. The laundry room of every first 
class RESIDENCE, APARTMENT BUILDING, moderate sized 
HOTEL, HOSPITAL or other INSTITUTION ought to be 
equipped with a“@hiragn”CLOTHES DRYER. We make 
CLOTHES DRYERS of all kinds and sizes, heated by GAS, 
COAL STOVE, STEAM or HOT WATER. 


Write for illustrated catalog, D. 10 and full particulars to 





Plate No. 15. Pat. June 16, 1906. Shaws Be my anne (Gas 
Heated) Combined Clothes Dryer and Laundry Stove. 1e stove 

boils clothes, heats flat-irons and heats matt Bye = CHICAGO DRYER COM PANY 
clothes by what would ordinarily be WA t HEAT. an fur- ‘ ii ad 
nish stove for burning gas. coal or wood for fuel as may be desired. 379-381 Wabash Avenue, Chicago, Illinois 
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PLES VALy 

THE UNIQUE AES VASES 

is revolutionizing the installation of Water Closets wherever {if ; 
there is a water pressure of 15 pounds or more NEwauncn NX: 


For the Private Bath Room or Public Convenience 
the UNIQUE 


is unquestionably the ideal thing 





It is noiseless in filling—saves water and never can 
leak or clog up 


Don’t doubt and remain in the dark. 
This is the latest and best automatic flushing 
device on the market. Let us send you our 
folder—‘**‘The Flushing Tank Problem’’and con- 
vince you that we can serve your best interests. 





WRITE FOR IT TODAY 


pian Staples Valve Company 


Showing Hand Valve with Tank behind Partition NEW BURGH N Y. 
, . 

















The Greatest Time Saver of the Day 


THE DAYTON DOUBLE VENT FITTING 


A Mighty Useful Stunt 


for a double house or apartment 
building—one fitting for two vents 
and wastes. Can be used for 
lavatories, sinks, baths and wash 
trays. Write us direct for circular 





When roughing-in only one measurement ts 
necessary. Can be used in either 
2 inch or 4inch partitions 


and price list. 


DATES SUPPLY COMPANY, ¥#Dayton, Ohio 


WE ARE MANUFACTURERS Address Dept. D 
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DOMESTIC 


Any Plumber who wants to 
sell more Water Closets— 


ENGINEERING 











Should be informed regarding the NATURO. No 


Water Closet appeals so strongly to common sense 


as does the NATUR. 
No Water Closet---at any price---is superior to 
the NATURO in operation or quality of equipment. 


Naruro Combinations cost no more than any other, and---less than 


any other, when salability is concerned. 


“We would not part with the NATuRo, nor change it tor anything 
we have ever used”’ 


is what a satished purchaser said. 
Isn’t it worth something to have your trade feel 
that way? We'll tell you how it’s 
done, for the asking. 


(Siw 


The right position Possible only with the NATURO 











The C.H.Muckenhirn Closet Company 


DETROIT, MICH. 
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Prompt Shipments 








are of vital importance to you. It may mean the 
difference between profit and loss on a job. Our 
central location enables us to serve you to the best 
advantage in this particular. Our shipping facili- 
ties are excellent. Our stock is complete. Send 
us your Rush Orders and you will not be disap- 
pointed. Remember we handle 


Plumbers’, Fitters’, Factory and Mill 
Supplies 
of all kinds. Let us quote you prices. Write today. 


MIDLAND SUPPLY CO., DAVENPORT, IOWA 


PHONES: JOHN CORRY, President | 600-622 E. FOURTH ST. 


BELL N¢ A. D. HATHAWAY, V. P. and Sec’y 


UNION E L E C TRIC NO. 11 FR. WERNENTIN, Jr., Treas. Adjoining C. R. I. & P. Freight Depot j 


LIGHTING FIXTURES 














Never Tear up the Floor 


ENTRAL URNISH 
HANDELIER FIXTURES |The Klie Accessible 
513 Fulton St., Ghicago—and Accessories Gas Valve 





The only Valve Repacked and Resealed from 
above the floor 





FIFTY CHARTS 


Showing how Plumbing should be done 
TWENTY-FIVE CENTS 
DOMESTIC ENGINEERING, CHICAGO 


VJ MPSON.BEVAN ( 


ee. 














Nrozr OZP moore 





ELECIROTYPERS 


on eee EN G LOANS ota mens iceeenmnenrnens Pat. Sane. = 1907 
he} < o Ol 1 BRO) Ee en Ler ClO! | THE COLUMBUS BRASS COMPANY 


TELEPHONES: MAIN 4757-4-777 








Write for Circulars COLUMBUS, OHIO 
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DOMESTIC ENGINEERING 
The Geauga Giant Caloric 
Pumping Engine 
Absolutely Noiseless, Non-Explosive and Guaranteed 
the Surest and Cheapest Pumping Engine on Earth 
WILL PUMP 300 gal- THE BEST POWER 


lons of WATER per 
hour at a cost of 1% 
cents per hour. 


A country home may 
have every luxury that 
running water gives to 
city abodes. 


Any inexperienced 
person can operate it. 
No complicated parts 
to wear out or get out 
of order. 


Spend your money 
for the certainty of a 
durable and reliable 
pumping engine in- 
Stead of buying a ticket 
in the wind and 
weather lottery. 


FOR PUMPING WATER 




















This is 
THE ENGINE 


for PUMPING into a 
PRESSURE TANK, 
ELEVATED TANK, 
or any place where 
water is wanted at a 
minimum expense. 


About % the cost of 
water supplied by city 
water works. 


Can be placed in the 
basement of a house as 
it does not make any 
noise to annoy anyone. 


Save trouble, repair 
bills, and expense by 
buying but one engine 
during your life-time. 


Write us for circular, prices, and any information desired. 


Good reliable agents wanted 


The Middlefield Mfg. Co. 


Middlefield, Ohio, VU. S. A. 
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? His men do neat work ? 


WHY 


Is there a boss that is not proud of a neat job? It 
cost but 84%cacan, makes a neat job and stands heat, 
does not injure solder and keeps. Send me your job- 
ber’s name and I'll send you a free sample can. 








secause they take an interest in their 
work using 20th Century Paste 





Keller, the Paste Man, sve, Ghleage J 








GOLD PLUMBERS’ SIGNS 


Marufactured by 


Daniel Allie 


452 S. Wood St., Chicago 
Telephone Seeley 1352 


Our Faucets are carved from kiln 
dried stock and gilded in XX 
Gold Leaf. We guarantee them 
against all weather 





PRICE LIST 
143 inch Faucets .. . $7.50 42 inch Faucets . . . $22.50 
24 inch Faucets ... 9.50 48 inch Faucets se 32.00 
30 inch Faucets .. . 12.50 60 inch Faucets .. . 40.00 
36 inch Faucets .. . 17.50 72 inch Faucets ... 53.00 














Commonwealth Hotel 
Opposite State House BOSTON, MASS. 


Accessible from Headquarters of the Convention of the National Asso- 
ciation of Master Plumbers to be held July 14-16, 1908 





This hotel is new and absolutely fire-proof; even 
the floors are of stone, nothing wood but the 
doors. Equipped with its own vacuum cleaning 
plant. Long-distance telephone in every room. 
Strictly a temperance hotel. 
We offer you the following rates: Room with hot and cold water 
and free public bath, $1.00 and $1.50 a day. ‘Rooms with private 
bath, $1.50 and $2.00 a day. Will make a weekly rate for rooms 


with hot and cold water of $6.00 to $8.00; with private bath, $9.00 
to $12.00. Suites of two rooms, with bath, $15.00 to $22.00. 


SEND FOR BOOKLET 


STORER F. CRAFTS, Manager 














“Recio” 


Junior Pattern, with Large 
Raised Local Vent—Operat- 
ed by Seat—Tank—Enam- 
eled In and Out 

















For School, Office or Public 
use, it has no equal 


Write for catalogue 


Fort Pitt Supply 


Company 
317-332 Second Avenue 
PITTSBURGH, PA. 
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WROUGHT BRASS 


‘“WESTERN’’ 
Closet Seat 
HINGE 


If we have sold one of these ‘‘Western’’ Closet Seat Hinges we have sold 15,000 
OR OVER, and have not had a single one returned to us for any reason 
whatever. It’s a fact for you to THINK OVER. 





‘“Western’’ 
Closet 
Seats 


‘Western ’”’ 
Wrought Brass 
Hinges 


are Practically 
Indestructible 





‘‘WESTERN’”’ Closet Seats do not depend upon the glue to hold them together, 
but they HOLD just the same. We do not sell them in the ‘‘just as good”’ class. 
‘‘WESTERN”’ CLOSET SEATS are GUARANTEED to be BETTER in every 
respect than any other seat offered at an equal price. 


WRITE US TODAY FOR A SAMPLE HINGE 
AND CIRCULAR 


Western Plumbing Supply Co. 


20-22 Desplaines Street, CHICAGO, ILL. 
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‘Richardson’ Sectional | |/DO YOU USE 
vec Plumber’s Paste 6 


Cast-Iron Tubular Sectional 


Do you not want a guaranteed not-to-tin article, no mat- 


Powerful ter how often you wipe a joint over? This is an excep- 
. tionally good paste and not a cheap flour paste; besides 
Quick acting it has nothing in its composition that will injure your 
metal or cloths in the slightest. I will forward you 
Economical by mail a trial box of this paste on receipt of 1) cents. 
Easily put u 
duces JOHN M. SADLER 
Easily cleaned 452 W. RANDOLPH ST., CHICAGO, ILL. 











Largest propor- 
tion of actual fire 


surface of any 
boiler ever made io C O N O M YY 
Easy to feed fire Automatic Electric Seepage Ejector 


Easy to shake 
grates together 
or separately 





Automatically lifts seepage water and 
overflow from basement into sewer 
drain or gutter. No gears or belts 

— direct connected. Absolutely reliable, 
requiring no attention whatever. Write 
for sizes and prices. 


. THOMAS & SMITH 
19 S. Carpenter St., Chicago 





Write for catalog 
today 


INDIANA SUPPLY COMPANY 


Capitol Ave. and Market St., INDIANAPOLIS, IND. 


Quin-See 


Water or Gas Service Box 


PATENTED 





























oe — — 
CROSS WRENCH 









—~SHUTOFF ROD 





fw 
RON SCREW 





mm, <— COVER 













We submit the Quin-See Box to 
the trade as an improvement. cinegat 
Z K a bacnine @u GLAND 
tI 5 
| 
: 
' 
} i 


Our Catalogue M just issued racking ano 
tells all about the Quin-See Box. 


PACKING 


; 


SAN ITA OANA LAr ~ 


Send for it and see if we can’t 


: | BOTTOM 
convince you that the Quin-See [ } 
is what your city ought to have. aaa :) f | “ae 
‘ 4 fA ) 
Modern Iron Works TR’. 


YYZ, 
NAS 





| Oy CURB COCK 
= Don 


Sectional View 


tits: 


Quincy, Illinois 
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D 25318 D 25315 D 25314 
Iron body, brass trap screw Brass body, iron trap 
with raised hex screw with raised hex 





D 25308 D 25301 D 25310 


MUELL 


And Combined Brass Ferrules and Trap Screws 





This line embraces nineteen patterns made of red 
brass in any size. First class workmanship. 


Explanation—SS means standard for standard C. I. Soil Pipe. HS means heavy for standard C. I. Soil 
Pipe. SX means standard for extra heavy C. 1. Soil Pipe. HX means heavy for extra heavy C. I 
Soil Pipe 

Unconditionally Guaranteed 


TRADE MARA 


MUELLER 


REGIGTE RED 


H. MUELLER MPG. CO. 


Works and General Offices Bastern Division 
DECATUR, iLL., U. s. a NEW YORK, N. Y., U. s. a 
West Cerre Gorde &. 254 Canal St., Cor. Lafayette 





D 25302 
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Top Supply Double Gear for two balls 


The 
Fabian 
High 
Pressure 


Ball 
Cock 


The ball cock with a distinction and difference. New in conception and con- 
Struction. Simple, practical, durable and dependable. Old loose lever motion 
superseded by a positive gear which is adjustable. No lost motion in any part to 
cause friction. Has full waterway. Shut-off is positive and prompt. Positively 
noiseless in action. Has removable seat made of finest grade of steam metal. All 
parts renewable. Made of best red metal. Works equally well under high or 
low pressure. In fact we do not hesitate to claim for the Fabian—Perfection. 
Tail pieces furnished to suit any thread. The double gear is just the thing for 
large tanks. 

If you want results use the Fabian. 
Try asample dozen and be convinced. 


Fleck Bros. 
Co. 


Philadelphia, Pa. 
PLUMBING SUPPLIES) 











PAT.OCT, 7, 1902 


Made in %*, %*, 1" and 1%" size 





PAT OCT, 7.1902. 


Upright Lever Bottom Supply 




















FLECK BROS. CO., PHILADELPHIA, PA Date .20c cocce cece se cccecs cece cess 


Send by express one sample dozen Fabian High Pressure Ball Cocks. Absolute satisfaction guaranteed. 
ES CHRIS 6.0.60. 60:60 0000 6060.66 5666 6666.05.00 6600 008046 6006 0060 8h OR e0 


ie ne hnkedndddsed ob dnp eben be beee es ChEEe Ee Aeed odes Deeede OSE Sees is sted pede aasedniee hens ebdeen eet 





Ree gnc 600s 0664 0600 6566-08006 $008 06-6060 Debs 20845000 60-4060 00 bese Gs ee 
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Nota 
Stick of 
Wood 
In It 


Electric welding makes the 
frame of angle irons one solid 





piece. Around this is elec- 
trically welded a steel sheet. 
NOTE THE AIR SPACE— 
IT CAN’T SWEAT. We ab- 


solutely guarantee the finish 





not to crack, craze or turn 
yellow. 


‘Oe Columbus” 
All Metal Closet Tank 


PATENTED 








Investigate this new tank. 
Were ready to prove that 
it costs less--lasts longer--- 
weighs less---that it gives 
more all round satisfaction 
than any other tank on the 
market. Your nearest job- 


ber can give you prices. 





She Columbus Brass Co. 
Columbus, Ohio. 


Columbus Fig. C—300 
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‘‘Ideal” Porcelain 


...Urinal Stalls... 








[ere 


These sanitary toilet fixtures are 
now the approved patterns for pub- 
lic toilet rooms. They can be set 
separately or in batteries and on 
account of the Vitreous glazed sur- 
faces are easily kept clean, while 
the elimination of joints and cracks 
make ‘‘Ideal’’ Porcelain Urinal Stalls, 
the best for hotels, comfort stations, | oe 

oegre . Ideal’ Porcelain Urinal Stalls with Low Tops, and Extended Shields 
restaurants, office buildings, railway and Vitreous China Flush Tank—Plate 505-K 
Stations and other public places. 





For your pro- 
tection insist 


Every Urinal 
bears this 








Trade Mark on seeing the 
Label. Label. 
Sold by 
First Class 
‘ Jobbers of 
Ay Plumbing 
zt Supplies 


’ . >» 
* WHS 


‘“Ideal’”’ Porcelain Urinal Stalls, with High Extended Porcelain Par- 
titions and Vitreous China Flush Tank—Plate so1-K 


The Trenton 


Potteries Ci ompany 


TRENTON, NEW JERSEY, U.S.A. 


: 


~ * : 

i 
£2: 
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#5 

; : 
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The Canadian Trenton Potteries Co. Ltd., 
St. Johns, Quebec, Canada. 


‘“Ideal’’ Porcelain Urinal Stall, with Integral Porce- 
lain Shields Plate s1o-K 
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Guaranteed to be the most beautiful and artistic lavatory 
manufactured. Graceful and pleasing in outline. 








FIG. K-1% 


Vitreous China Waveline Lavatory with Vitreous China Waveline Pedestal 
Size: Lavatory, 22x27 inches. Oval Straight Back Basin 172x12 inches. 
Write us for catalog and prices on Vitreous China Lavatories 


THE GREAT WESTERN POTTERY CO. 


KOKOMO, INDIANA TIFFIN, OHIO 








| 
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“Pressed Steel” 


Porcelain Enameled Bath Tubs 


% 
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Patented April 1907 


The porcelain enamel on “Pressed Steel’ tubs 
will stand any legitimate test that Bath Tubs 
may be subjected to, and we believe the tubs to 
be superior in lasting qualities to any enameled 
tubs now on the market. 


WRITE FOR PARTICULARS 


Pressed Steel Sanitary Mfg.Co. 
DETROIT, MICHIGAN 


CLARENCE H. BOOTH, Vice-Pres. and Gen’! Mgr. 





% 
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“Standard” 


It is the pleased customer that becomes the 
regular patron. If the first work you do proves satisfactory 
your chances of future contracts are assured. 




















The fixtures you install should not only be beautiful and 
sanitary, but give lasting service. “Stawdard” Ware possesses 
these essential features and the guarantee that goes with each 
fixture insures the plumber freedom from complaints that arise 
from using non-guaranteed brands. 
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Builders have confidence in a plumber who installs 
“Standard” Ware and recommend him to their friends. The more 
“Standard” Ware you install the more satisfied customers you will 
have, and a larger business and increased profits are your reward. 
More builders are insisting on having genuine “Statdard” plumb- 
ing fixtures installed and if you want to meet this increasing 
demand it will pay you to carry a stock of these fixtures in your 
showroom. All jobbers can supply you with “Statdard” Ware, 
each fixture bearing the “Statdard” Green and Gold Guarantee 
Label. 


Standard Sanitary Mfg, Co. 


PITTSBURGH, U.S.A. 
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When its the Plumber’s own choosing he calls for 


IRON CITY 

















PLATE D78 


All Jobbers Handle “‘Iron City”’ 
Porcelain Enameled Ware 


unequalled in this or any other country in any 

respect. We have the men, the material, the 

equipment and the capacity. You should have 
our catalogue. 


IRON CITY SANITARY MFG. CO. 


General Offices: Pittsburgh, Pa. Works: Zelienople, Pa. 
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No Closet Combination is better than the one fitted with 


the “K-V-A” Seat and Tank. Look for the ERS. 
Ly 
wADY 
©0155 oar” 


KNOTT-VAN ARNAM MFG. CO. 


FT. WAYNE, IND. 














LUMBERS can save 
money by using the 


slickest fitting on ‘the 

market—a soil pipe 
union ferrule for connect- 
ing lead pipe and cast iron 
soil pipe without the use of 
solder bya quick and simple 
method as shown in illustra- 
tion. The turned over end 
of the lead pipe forms the 
packing. [his ferrule serves 
as acleanout, can be discon- 
nected and connected again 
any number of times with- 
out injury to the joint. No 








special tools required. Made 
in two sizes: 2x1\%" and 2x14", either all brass or 
with iron body. Savesa Y and cleanout and caulk- 
ing two joints. Ask your jobber for them or write 
us for particulars and we will give you the address 
of the jobber nearest you that has them in stock. 


ADDRESS 


Athol Pump Company 


ATHOL, MASS. 











The Broughton Self-Closing Basin Cocks have been in use for 
many years. Some of the largest Hotels and Public Bulidings 
ia the United States are equipped with these goods. Made in 
Brass, Nickel or Silver Plated, and Solid Stiver-Metal. 

















BEVERY ONE WARRANTED 


Masetatwred & STEBBINS MFQ. CO. 
SPRINGFIELD, MASS. Works at Brightweed. 
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DEHN’S HYGIENIC GREASE TRAPS 


A SURE CURE FOR CHOKED WASTE PIPES AND SEWERS 


This GREASE TRAP is so constructed that it retains a deep water seal and the mechanism inside 
of same is so arranged that the grease will congealin the trap and float to the top, allowing a free 





passage for the clear water to discharge into the sewer. 

Made of cast iron, covered with enameled paint in and outside, it being readily accessible for 
cleaning which can be done by any one. 

No part of the mechanism comes in contact with the fluid or grease intrap. Sewer gas cannot es- 
cape into the building when cover is removed 

The outlet is sealed under all conditions. The PRICES are RIGHT and the GOODS are RIGHT. 
Write to your nearest jobber or send to us fora complete catalog ofa full line of plumbing specialties. 


Compound Injector & Specialty Co. psi Bourse Chicago 


Telephone Irving Park 1251 














-\\ Practical, conscientious study of chain 
wrenches has brought out this tool. 
Note the double set of biting surfaces 
the outer for pipe, the inner for 











FOR PIPE AND FITTINGS 
Two Wrenches in One 


with many other important 
improvements 


fittings, valves, flanges and any kind 
of odd castings. Quick adjustment 
of chain lock; chain always the right 
length for a good grip. Fully guaranteed. 


Illustrated Booklet Free. Ask your jobber or write 


KROESCHELL BROS. CO. steer CHICAGO 














THE INGHAM ARE YOU INTERESTED IN THE 


Shower--Mixer Question of 
Witt handle any number or | | MOdern Sewage Pumping 


Shower Heads. No atten- Appliances for City Buildings? 


tion necessary to insure 
satisfactory service. Uni- 
form temperatures abso- 
lutely guaranteed. 





The Ingham Shower-Mixer 
overcomes all of the num- 
erous defects and objection- 
able features that are so well 
known of all other devices 
on the market. It has no 
valves to pack, no drippings 
or traps to take care of and 





is absolutely noiseless. If so write today for 
RAE Fron. A. A. Stage, New Catalogue ‘‘D’—‘‘Sewage Pumping 
the University of Chicago. Machinery” 
an" oe Write for circular Catalogue “D” just published 
The Imperial Brass Mfg. Co. YEOMANS BROS. 
249 S. Jefferson Street, Chicago, Ill. 1141 Monadnock Building, Chicago, IIl. 
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f ‘“HUMPHRYES” 


THE STANDARD OF THE WORLD 
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Solid Porcelain, Highly 
Glazed Laundry Fixtures 


FOR YOUR PARTICULAR JOBS 





- t LFA ATE ele PNAS By ARNE ls HS dep i et Bg 


They are imperishable and impenetrable therefore 
wholly sanitary. They are sold as low in price as 
superior design, construction and material will per- 
TOLTEC—Plate M 505 mit and are cheap in the best sense of that term. 








One Piece Cast Iron Enameled Lavatory. Soap dish We invite correspondence and will send our com- 
cast in slab. No joints or cracks to catch dirt. plete catalogue on request. 
Smooth casting, beautiful white enamel. 
| Send for Catalog, showing complete line Charles Graham Chemical Pottery 
| THE HUMPHRYES MEG. CO. Works 
NANGPISED, OUSO 986-1018 Metropolitan Avenue Brooklyn, N. Y. 








New York Office & Warehouse: 636-638 W. 34th Street 




















Thomas Maddock’s Sons Co.,Trenton, N.J. 
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18 x 20 inches 
Round front with combination fixture 





WRITE FOR CATALOGUE AND PRICES ON VITREOUS LAVATORIES. 





if 
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Our PEDESTAL 
LAVATORY 








IS CONCEDED TO BE THE HANDSOMEST 
ONE ON THE MARKET. The Trade concede it, 
the people concede it and we don’t deny it. The 
cut looks good but the lavatory looks better. 
Slab 24x33 inches; apron, 5 inches; bowl, 
13% x18 inches; made also for bi-transit waste 
instead of combination fixtures as shown. 
Complete description and lists given in Catalogue 
“‘D’’, copy of which we will be glad to furnish 
on application 





PLATE D-78—With Combination Fixture 


THE CAHILL IRON WORKS 


CHATTANOOGA, TENNESSEE 





NEW YORK OFFICE AND SALESROOMS: PORTLAND OFFICE AND WAREHOUSE: SAN FRANCISCO OFFICE: 
Removed to 76 West Thirty-sixth St. 650 Sherlock Building 1749 Sacramento Street 
Thomas H. Hutchinson, Mgr. H. A. Heppner & Co., Sales Agents Culin & Stapyan, Sales Ageats 
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Boston Pattern a 





We can make immediate shipment of both patterns, in Rough Brass Bodies with Polished and 
Nickel Plated Trimmings, Polished Brass All Over, and Finished and Nickel Plated all over. 


LET US QUOTE YOU ON YOUR IMMEDIATE REQUIREMENTS 


Street & Kent Manufacturing Company 


43-45 FULTON ST., CHICAGO, ILL., U.S. A. 
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BARRETT SPBEGIALIIES 


TIDEWATER AND SEWER TRAPS, O D BACK 
WaTER VALVES. CLEANOUTS, GREASE TRAPS 
BARRETT SPECIAL FITTINGS BRASS RAIL- 
ING, 31N ANY ¢€IN/ISH 


JAMES BARRETT MFG. GO. 


Manufactures end Wholesale Dealers in Plumbers’ Suppties 


48-50 Pearl St. BOSTON 209-11 Franklin St. 





Sewer and Tide Trap. 





» CHAIN, EIGHT HOOKS, SPLIT LINKS. CLOSET 
PLUMBERS PULLS, PIPE STRAPS, JACK CHAIN, ETC, 








sapseuncigsnpnereesnfd The Smith & Egge Mfg. Co. 
PLUMBERS’ SPECIALTIES 17. naa, ” 














Don’t be deceived. 


THE ORIGINAL 


BOWBR TRAP 


is manufactured exclusively by us and each and every 
one is stamped with our name. 
DEMAND THE ORIGINAL 


THE MONARCH BRASS CO. 


Cleveland, Ohio. 


























Trap Screw Ferrules, Brass and Iron Body End Ferrules, All Sizes 


High Grade Plumbers’ 


SUPPLIES 


Write us for prices when in the market for 





Ferrules—End Reducing or Trap 
Screw—Stop and Waste Cocks— 
Compression Work,Gas Goods, etc. 





Our Goops WILL PLEAsE You Send for catalogue 


erie, PA. «J. B. CAMPBELL BRASS WORKS, ££, PA 
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Shower Heads 


HIGH GRADE 


Cast Brass or Copper, Spun Brass or Copper, 
tubular, removable face, with ball joints, etc., 


are manufactured by 


Jenkins Manufacturing Company 
Pastery: Bleomfleld, H. J. Gales Offices: 20 Vesey Street, H. Y. 
WATER CLOSET 


Ohe CYCLONE Ventilator 


MAKES MONEY FOR PLUMBERS 


Simplest, least expensive, most durable, and the only ventilating device that does the work it is 


























intended to do all the time, no expense after it is once installed. Water Closet as free from offensive 
odor as a parlor. The Cyclone Ventilator is guaranteed to remove all offensive odors from the 
water closet and the apartment of same; no deodorizers or disinfectants required. 


Write for descriptive circulars and prices to the trade 


SANITARY APPLIANCE CO., 216 N. Water St., Neenah, Wis. 

















“Flagg” Malleable Fittings 
“Flagg” Keystone Unions 


STANLEY G. FLAGG & CO., PHILADELPHIA, PA. 


























Knowing, Daring and —— 





Knowing what to do, daring to do it, and doing 
it well. That is the secret of good business. Using - 
the right methods. The right materials are also 
helps to that end. 

CLEAN SWEEP TRAPS zre a part of 
our success, and should be also a part of yours. 
Used by the Government. They like them and 
so will you. With all jobbers. Ask the salesman. 


Detroit Sanitary Supply Company 
SOLE MANUFACTURERS 
Corner Antoinette & Second Avenue, Detroit, Michigan 
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PRINCIPLE 


The new idea in closets. No contraction 
in waterway hence no clogging or stop- 
ping. Prompt, powerful action in- 
suring economy of water and perfect 








sanitation. 

Made in different styles both for floor 
outlet (as shown) or wall discharge. 
The wall outlet closet is especially 
adapted for buildings of reinforced con- 
crete or steel construction but is valu- 
able in any building. Already installed 
in many large buildings and is a great 
success. Less piping, less water no hole 
in floor, no trouble. 

Let us supply you with full particulars. 
Our “H” catalogue shows a complete line of 
the very latest and best ideas, devices and ap- 
pliances in high grade brass goods and 
plumbing supplies. Get one. It means money 
and satisfaction for you. 

















FEDERAL COMPANY ataias and Fulton Streets, CHICAGO 





























The HALLET"” 






» 





, Porcelain Enameled 


Iron ‘‘One-Piece” ‘‘Hallet’’ Lavatory 
on Enameled Wall Brackets with 
N. P. Brass Secret Waste 

with China Index. 


DIMENSIONS 


Elipse Slab 24x34 in. American Basin 14x18 in. 


Plate A-201. All Over Enameled, - $31.00 
Plate A-202. Upper Surface onlyEnameled, 28.00 


Manufactured by 


J.M. KOHLER SONS CO. 
SHEBOYGAN, WIS., U. S. A. 


NEW YORK: CHICA 
48 Cliff Street 514 First Nation: al on Bldg. 


OAKLAND: 
1127 5th Ave. 


often in the way. Also has our ‘‘never- 


‘‘Always Reliable”’ 
Gasoline Combin- 
ation BlowTorches 


(Patent Applied for.) 
furnished with our adjustable soldering 
iron holder, which can easily be removed 
when not required, and has an advantage 
over old style stationary kind which are 


leak’’ pump, plunger of which screws 
down. Made in two sizes, pints and 
quarts. with or without the soldering iron 
holder, either round or flat shaped tanks. 
Packed, one each in a wooden box, pro- ja 
perly labeled. Write for our catalog No. 
10, on Furnaces and Torches, also catalog 
No. 5, on full line Plumber’s Tools, etc. 


OTTO BERNZ 


21-43 8. 13th St., Newark, N. J. 








Ge LENOX HOTEL 
Buffalo 


MODERN HIGHEST GRADE 
FIREPROOF 
OUR OWN RAPID MOTOR 
CARRIAGES, BXCLU- 
SIVELY FOR PATRONS 
operate continuously 
every few minutes from 
Hotel through Business 
District and to all Depots. 
EUROPEAN PLAN 
Rates, 1.50 per day and up 
Excellent Golfing Nearby. 


GEO. DUCHSCHERER 
Proprietor 
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B. B. High Pressure Ball Cock 


SIMPLEST AND BEST EVER MADE 


All sizes "4 inch to 3 inches inclusive for Top, Bottom or End 
Supply and also for Low Down Tanks with special float. Re 
movable seat of best steam metal. We are making floats 
stamped with our B. B. which are thoroughly guaranteed, 


ASK YOUR JOBBER FOR THEM. 


BOSTON BRASS COMPANY 
36-40 Oliver Street, Boston, Mass. 





Sanitation in the Modern Home 





Just off the press. Good reading and remarkably resourceful for the busy 
man who reads mostly for profit. 
DOMESTIC ENGINEERING, 49-53 North Jefferson Street, Chicago 


Bound in cloth. Price, postpaid $2.08. 

















Indispensable to 
Plumbers 


The Sisson Insertable Soil 
Pipe Joints. Ask your Job- 
ber for our booklet or write 
us if he is out of them. 


R. ESTABROOK’S SONS 


ist and C Streets, South Boston, Mass. 











The Mark Found Only On Good Goods 





Basin gaskets, boxed or in bulk, form one of our 
many specialties for the plumbing trade, all made 
of pure rubber and for sale by most jobbers, to 
whom you should always specify ‘‘CANFIELD’S’’. 





H, O. CANFIELD CO., Bridgeport, Conn. 








ALWAYS USE 


K. & M. 
VALVES 


Workmanship of highest grade. 
Packed Stems, 


= Gcnuine Steam Metal. 
LS \ Thoroughly Tested. 





Sold from Standard Lists. 
¥ Kinsey & Mahler Co. 


PEORIA, ILL, 






Saves Water Bills 


Where towns are metered this O. K. self- 
closing bali-cock is a great economizer. All 

waste is checked 
— and bills greatly 
f .s reduced. A few 
aw words to a cus- 
i tomer on this fea- 
s ture should sell 


ee, 























Ghe 
Parker Combination 


PIPE VISE 


Especially adapted to 
Piumbers and Steam 
Fitters use. Madein 
Six different sizes 
and every Vise all 
right. Ask for the 
““Parker’’ and you 
get a good tool. Sold 
by jobbers. 


Chas. Parker Co. 


Factories: 
MERIDEN, CONN. 
New York Sales 
Rooms 32 Warren 8t. 


_—_— 
>] 


this ball-cock 
easily. 


Eureka Valve Co. 
19 High St. 
BOSTON 








LWAYS 
EADY 


The Pioneer Coil 
Furnace gives universal 
satisfaction. Jobbers sell 
at factory price, $3.75, net 


A 
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a .. ons a ”, » 
UM NOT-BLAST 
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The Turner Brass Works 


43 Park Ave. 


Sycamore, Ills. 














PLease MENTION Domestic ENGINEERING WHEN WRITING ADVERTISERS. 
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4 THE CORCORAN 
{ Wipe Joint Machine 
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Used by plumbers and water works construction for 
wiping all kinds of lead joints. Horizontal, Verti- 
cal or Branch. Saves Time and Solder. That means 
money, and makes a more perfect joint than by hand 
wiping. Used also forelectric light and telephone 
cable work. Any plumber can operate it. 





WRITE FOR CATALOG D 


The Wipe Joint Machine Co. 


' Sole manufacturers 


531 ScHOFIELD BUILDING, CLEVELAND, OHIO 











THE“BULLARD’ ADJUSTABLE 


ROOF FLANGE 


Adjusts from flat to extreme roof pitch and all inter- 
mediate adjustments 


It’s the roof 
flange that is 
Solderless 
Seamless 
Water Proof 


The only roof 
flange with 
apron or base 
that adjusts 


Galvanized steel 
and copper 1% to 
6 inches. 


Your supply house 
can furnish you— 
if not we will di- 
rect catalogue and 
Always ready. No misfits. prices for the ask- 
ing. 


Kalamazoo Roof Flange Company 
490-500 Edwards Street, Kalamazoo, Mich. 
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Syracuse Steel Sink Brackets 


f = J CHEAPER, NEATER and J ) 
J“ STRONGER than Cast Iron | 


H | 
| 7s MADE IN TWO SIZES: | ; 
Ya a 
| | 4 No. 1—For a 14 to 18-inch Sink i 
| Ps No. 2—For a’‘18 to 20-inch Sink i 
} y ri 
| tava Either Plain or Nickel Plated. Write fora | 
4 Sample or ask your Jobber. f 
l v| 


Adjustable Roof Flange 


Greatest labor saver ever invented for the plumber. 
i” a. Adjustable to any roof pitch. Made in copper and 
a gsr galvanized iron. For standard or extra heavy soil 
i pipe—also for wrought iron pipe. 


APPROVED BY NATIONAL ASSOCIATION OF MASTER PLUMBERS 
SOLD BY THE LEADING PLUMBING JOBBERS OF THE JU. S. 


H. E. HESSLER CO., SYRACUSE, N.Y. 


SOLE MANUFACTURERS 
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The McGuire 
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More for Your Money 
In more ways than one you get more 


for your money with a Clayton & 
Lambert Fire Pot or Torch than in 
any other line. These fires, without 
losing heat efficiency, save half the 
gasoline required by other makes. All 
C. & L. burners are powerful genera- 
tors, producing a clear, biue flame, 
which is easily regulated. Material, 
construction, finish, in fact every 
practical point in fire pot or torch 
manufacture has had our careful at- 
; tention. We have spent thousands 
of dollars and over twenty years’ 

NO & FIRE POT $4.50 NET careful, painstaking study, and offer 
Jobbers supply at factory price, you a line that is considered the 
or we will ship direct if cash world’s standard. Send for booklet. 
accompanies the order. iniaiii 


CLAYTON & LAMBERT MFG. CO. meu. 

















The “Berkshire’ 


A complete mold a minute. 
Absolutely automatic. You 
push the lever end the ma- 
chine does all the rest. 


Write us for circular and 
complete description. 


The Berkshire Mfg. Co. 
CLEVELAND, OH10 














WANTED: !), 5,0" 

i al n lachinery male die, tool and model 
hee take contracts for metal specialties of all 
kinds National Stamping Electric Works, 
153 159 S. Jefferson Street, Chicago. 








department. We 


Andrew Bell will be 
Samples 


THE CELEBRATED 


BELL WASHER 


TAKE Nore: All woe manufactured by 
rew Bell stamped ““The Bell" in future. 
sent by mail. Made only by 
ANDREW BELL 


375 Market Street, Newark, N. J. 











i GAWPIPE 


CHARLES MILLAR & SON CO., 





"FONDA CD 


Selling Agents Main Office, Utica, N. Y. 


“Utica Pipe is the 
Best’”’ 


Cast iron soil pipe. Cast iron water pipe. 
Plumbers’ supplies and lead pipe. 


Branch Office, 176 Federal Street, Boston, Mass. 

















THE CHAMPION 
WATER FILTER 








FILTENGR 
WATER OUTLET. WATER OUTLET, 


Is the only perfect and complete one! 


Simple, easily cleaned and operated. Fits any faucet. 
Catalogue and prices of complete line upon application. 


The Champion Safety Lock Co. 


GENEVA, OHIO 




























“The Goods That Please” 





Est. 1869 Inc. 1898 
Brass 
and 
& Iron 
Fittings 





fer Plumbing, Water, Gas and Steam 


Will Not Disappoint 


Hays Mfg. Go. 


12th and Liberty Sts. ERIE, PA. 




















































Sizes of Flow and Return Steam Mains 


It gives the current practice, by 30 h engi 
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cents. DOMESTIC ENG CHICAGO, ILLINO} 











Quality 
and 
Efficiency 


Best 
value 
for 
your 
money 


Send for 
Catalogue 


; a 


Buffalo ’ 
Radiator — 
Co. | 


Buffalo, N.Y. 





éé 9? 
The Catch On. 
Two Points Ahead of All 
Others: The Quickest and 
Easiest to Put Up: The Low- 
est in Price: Both Money 
Savers. Try Itand Be Con- 
vinced. 
C. P. COGGESHALL, | 
421 Atlantic Ave. BOSTON, MASS. | 

















PUMPING PROBLEMS|} 


DOMESTIC ENGINEERS |i aa 
and others interested in pumping | = 
) problems should write for our 
CATALOGUE “G” 
illu 
Double Acting ‘Trinles, Power Pune cod |] ae 
Deep Well Working Heads and _ 
many valuable engineering rules bles, |  & 
The Deming Co.,Salem,O. ; 
Manufacturers of |= 
HAND and POWER PUMPS for all uses, # 


Electric Triplex Pump, designed for  ,,__._- General Agents: 
use in Apartment Houses, Office Ralph B.Carter Co Co.. 30 Qurch 


, i. 
New Y ork 
Buildings, Suburban Homes, etc. Harris Pump & Supply Co Pittsburg, Pa, tf 

















SIMPLEX FAUCETS 


ARE THE NEWEST AND BEST 


They are a positive and permanent remedy for all Faucet 


Troubles, Hot or Cold. 
folder showing complete line of Simplex Faucets and 


prices and ask your jobber about them. 


Simplex Faucet Co., 


Don’t be skeptical—write for 


Hyde Park, Mass. 

















= SOs 


Write us for prices on Eight Hooks, Snaps, 
Brass Chains and Plumbers’ Chain 


1908 Catalogue on request 


J. M. RUSSELL MEG. CO. 


NAUGATUCK, CONN. 











NO LIFTING 


Radiators, Stoves, Marble 
Glass, etc. when you use 


the 


One man easily handles a 1,600 ( 
ib. box with it. A boy can load | 
and wheel a 20 loop radiator with- { 
out any trouble whatever. It’s fF 
sold the money back way. Write {| F 
for circular. 2 


Cu HILL & CO., Trenton, N.J. 

















Sanitation in tne Modern Home 


Good reading and remarkably resourceful for the 
man who reads mostly for profit. Price, po 7 
DOMESTIC ENGINEERING, CHICAC 0, 
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